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A 


ACCOUNTING 
If FPC compels flow-through what will be the 
impact? (tables) July 12 
Magnetic tape records power, energy of 
system, customer. Snyder & Weers Aug. 23 *106 


111 


ADVERTISING 
see also Public Relations 
Central Illinois PS supplements regular 
advertising with ‘mobile’ campaign (N) 
Sept. 20 *144 


ECAP study — how people appraise utilities 
now (charts & tables) Aug. 30 31 


Public Service E&G advertising series — 
dependability — simple message, simply 
told Oct. 4 

Seattle City Light ads squelch critics on 
underground program (N) July 12 

Three utilities combine to promote conversion 
sales on TV (N) Sept. 20 141 


AIR CONDITIONING 


Total electric see Electric Energy Marketing 


AIR POLLUTION 
Baghouse filter cuts visible stack emissions 

Sept. 20 149 
Councilman stacks the smokey facts (Ed) 

July 19 5 
Florida P&L solves soot problem Aug. 23 *136 
President Johnson announces new attack on 

pollution (N) Nov. 15 
Sweden: cutting air pollution (N) Nov. 29 122 


APPLIANCES 
Commercial dryer tests increase efficiency 
(table) Oct. 4 *135 
Duke Power to push single-unit water heater. 
C. F. Sides (table) Nov. 15 82 
Sales to get boost from EEI Coordinated 
Calendar Nov. 1 
Shipments of major appliances up over last 
year (N) July 5 


GENERAL 
ALPHABETICAL 


INDEX 
July - December 1965 


Water heater shipments up 16% (N) Sept. 13 


Will housing recover in '66? Dec. 27 


AREA DEVELOPMENT 
AEP charts $370-million Appalachia plan 
(map) Sept. 13 
EEI releases nationwide plant location 
directory (N) July 26 


ASIA 

India builds large hydro project with aid from 
US (N) Aug. 9 

Japanese computer controls reactor Dec. 6 

Pakistan: Power & politics (N) Nov. 29 

Taiwan power expansion plan envisions 
2,800-Mw system by 1972. P. K. Chien 
(charts & table) July 12 


ASSOCIATIONS 

British Electrical Power Convention — Briton 
sees oil-coal feud by 1973 (chart) July 26 

CEMA — Canadian utility buying called 
‘bullish’ Nov. 1 

Copper Development Assn. to furnish 
information on URD (N) Aug. 23 

EEI Coordinated Calender expected to boost 
appliance sales Nov. 1 

EEI’s Electric Heating & Cooling Handbook 
— review Sept. 20 

EEI releases nationwide plant location 
directory (N) July 26 

EEI sub-committee study — What’s annual 
load diversity of US? (map & table) Sept. 6 

EEI turns play on residential street lighting 
into movie Nov. 29 

EHV Transmission Conference reports tests 
on designs for 345, 500, 735 kv Nov. 1 

Fourth Electric Heating & Comfort 
Conditioning Systems Conference and 
Exposition — seminars to highlight 
Washington conference Dec. 27 

IEEE Power Group slates special technical 
conference and exposition on URD (N) 
Sept. 6 

IEEE Summer Power Meeting EHV cable 
symposium — cable engineers explore path 
to 750 kv application July 26 


(Ed) Editorial. * Illustrated. (N) News. 


94 
96 
44 
91 


*50 


NARUC meeting — dual regulation splits 
meeting Oct. 18 

NEMA-sponsored plan — manufacturers share 
high-power test labs (N) Sept. 6 

NEMA-sponsored program launches open-door 
test laboratory policy Oct. 4 

NEMA 39th annual meeting — lead times 
lengthen as backlogs rise Nov. 29 

NEMA 39th annual meeting — optimism 
pervades meeting (N) Nov. 15 

NRECA’s Clyde Ellis improving after heart 
attack (N) Oct. 4 

NRECA financing see Financial Affairs 

PCEA meeting — more creativity in promoting 
home heating and cooling urged (N) Nov. 15 

RMEL meeting — McClung: Power fades as 
political issue Nov. 1 

Roadway & Outdoor Lighting Conference 
sponsored by Electrical World, EEI and 
NEMA — highlights. J. D. Damon Nov. 1 

SEE told nuclear fuel cost could be zero 
Nov. 29 

World Power Conference transactions 
available (N) Sept. 6 


ATOMIC ENERGY 


see Nuclear Power 


ATOMIC ENERGY COMMISSION 


Advisory Committee ok’s Dresden 2 (N) Dec 

Board begins hearings on Arkansas reactor 
(N) July 5 

Coal to AEC: block nuclear subsidies (N) 
Oct. 11 

House acts to permit overhead transmission 
line in Woodside, Calif. (N) Aug. 9 
Despite win in Congress, AEC faces snarl 

on Woodside line (N) Sept. 6 

Woodside withdraws legal action (N) Oct. 4 

Panel urges changes in regulation Aug. 9 

Special panel points way to AEC concord 
(Ed) Aug. 16 

Surveys utilities’ nuclear plans (N) Sept. 6 


AWARDS 


West Penn Power honored for boosting exports 
(N) Nov. 1 *48 





B 


BATTERIES 
Zinc-air battery prototype due next year (N) 
Dec. 20 *36 
Zinc-air battery R&D shows promise. Edward 
Hines & others (table) Aug. 23 *105 


BOILERS 
Controlled soot blower brings boiler savings. 
W. F. Cantieri Oct. 18 
First of new solid-state boiler controls in 
service Sept. 20 
Largest boiler for Tokyo Electric being 
shipped (N) Dec. 13 *84 
Nose plates extend preheater life. Russell 
Beutler Dec. 13 *136 
Package boiler fills peak needs July 19 *26 
Union Electric’s Cahokia Plant — high-energy 
discharge fires oil burner Aug. 9 *86 
Utility systems can’t tolerate boiler outages. 
R. H. Wolin (charts) Dec. 13 *66 


BONNEVILLE POWER ADMINISTRATION 

Alcoa apparent low bidder on 500-kv conductor 

(N) Nov. 29 ; 
Awards 500-kv equipment contracts (N) July 12 40 
Buys three 500-kv autotransformers from 

English Electri¢ (N) July 19 14 
Conductor contract to Alcoa (N) Dec. 13 30 
Installs series capacitors Dec. 27 *48 
Reports on designs for 500-kv system Nov. 1.. *50 
Submarine cable repairs cost $565,000 in last 

year (N) Nov. 29 


BRITISH ISLES 

Board of Trade urges industry seek TVA 

orders (N) July 19 
Britain extending water cooling to 400-kv 

underground circuits. C. C. Barnes & others 

(chart & tables) Oct. 4 56 
British cut railroad operating cost with 25-kv 

ac. J.H.M. Sykes Nov. 29 *84 
Briton sees oil-coal feud by 1973. J. H. M. 

Sykes (chart) July 26 *49 
Ferrybridge ‘‘C’’ concrete cooling towers 

damaged, collapsed, in fierce gale (N) 

Nov. 8 12 
Ferrybridge ‘‘C’’ towers tumble — grave 

trouble for CEGB (N) Nov. 29 *77 
Ferrybridge station nears finish (N) Sept. 6 *40 
400-kv system defined as all-purpose. J.H.M. 

Sykes Dec. 20 *24 
Scotland — hydro project shapes up on 

‘Bonnie Loch’ Nov. 15 *174 
Scotland -- Longannet Station — new 

techniques benefit station (N) Oct. 11 *38 
Storm brews over Britain’s brownouts. J.H.M. 

Sykes Dec. 13 70 


BUREAU OF RECLAMATION 


see Reclamation Bureau 


BUSES 
Strain bus saves for 345-kv switching J.W 
Cheever (table) Nov. 8 


BUSHINGS 


500-kv bushing device gives signal for 
synchronizing hydro units. J.N. Kuvallis 
Nov. 1 *68 
Glass covers cut bushing flashovers. Owen 


Miller Sept. 20 *149 


C 


CABLES 
Aspen, Colorado — rebuild town distribvtion. 
H.E. Lecuyer Oct. 18 
BPA submarine cable repairs cost $565,000 
in last year (N) Nov. 29 
Britain extending water cooling to 400-kv 
underground circuits. C.C. Barnes & others 
(chart & tables) Oct. 4 
Cable engineers explore path to 750-kv 
application July 26 *60 
Commonwealth Edison devices help find URD 
cable faults. Medek & Steeve Oct. 4 *102 
EHV cable program — how much R&D for 
buried transmission? Sept. 27 *19 
Hot-spot problems resolved Aug. 9 98 
Lightweight cable eases 735-kv crossing for 
Hydro-Quebec Aug. 9 *89 


Line energized (N) Oct. 25 
Reports on designs Nov. 1 
Mediterranean underseas power link promoted 
(N) Sept. 20 
New Zealand’s Cook Strait’s 250-kv de cables 
are tested and laid Aug. 9 *90 
Plow-in cable and plastic conduit Aug. 9 “Ti 
Public Service E&G cluster arresters protect 
spacer cable system. Thwaites & Stys 
Oct. 11 
Random separated URD forges ahead in New 
England. L.F. Cornilovich Nov. 15 
Safety recommendations on random cable 
installation — A step backward for URD 
(Ed) Nov. 8 
Sodium conductor core for power distribution 
(N) Dec. 13 
VEPCO pushes trial installation of 115-kv 
direct-burial cable. Knox & Smith Aug. 9 


CANADA 
EHV report. Olmsted & Stegeman 
Characteristics of typical EHV 
transmission lines in the US and 
Canada (tables) Nov. 15 
First 735-kv transmission link to bring 
Manicouagan hydro power to Montreal (N) 
Dec. 20 *18 
Hydro-Quebec 735-kv crossing eased with 
lightweight cable Aug. 9 *89 
Hydro Quebec 735-kv line energized for 
test (N) Oct. 25 12 
Reports on designs Nov. 1 *50 
Hydro Quebec 735-kv shunt reactors developed 
A. Goldstein Aug. 23 *132 
735-kv reactors given extensive testing. 
A. Goldstein (chart) Oct. 4 *137 
McNaughton, Gen. A.L. tells politicians don’t 
give U.S. water (N) Oct. 18 166 
Northeast blackout see Outages 
Ontario Hydro’s Lakeview plant adds fourth 
300-Mw unit (N) Dec. 6 °23 
Peace River 500-kv system designs Nov. 1 *50 
Utility buying called ‘bullish’ Nov. 1 *76 
Vermont governor bids for Canadian power (N) 
Sept. 27 11 
Wired-radio system controls peak loads in 
Grand’Mere, Quebec. C.M. Seifert Aug. 9... *124 


108-118 


CAPACITORS 


BPA installs series capacitors Dec. 27 


CARRIER CURRENT 


see Communications, Controls 


CIRCUIT BREAKERS 
Recloser prices (N) Aug. 9-34, Aug. 23-38 
Sept. 27 
Vacuum reclosers use solid-state controls 


(N) Nov. 8 


COMMUNICATIONS 

Intercom aids communications with bucket. 

S.J. Parker Jr. Nov. 15 *140 
Interstate Power Co’s multi-channel carrier 

operates on 161-kv line. R.W. Brown & 

others (chart & table) Dec. 27 *44 
Oral notes speed line patrol for Texas 

Electric Service Dec. 13 *132 
Radio control speeds coal handling at 

Kentucky Utilities. R.D. Hatchett Nov. 29 *98 
Tips for keeping in touch with your customers. 

F.S. Black July 12 *67 
Wired-radio system controls peak loads in 

Grand’Mere, Quebec. C.M. Seifert Aug. 9... *124 


COMPUTERS 

AEP’s hybrid system upgrades dispatching, 
speeds information processing. McDaniel 
& Zimmerman (map) Aug. 9 

Bell Laboratories leases three computer 
systems (N) Aug. 23 

Blue dollar computers: utilities big users 
(chart & table) Sept. 27 

Central P&L data processing system does 
billing from photo meter reading. J.C. 
McPherson Oct. 4 

Computer sharpens dynamic stability analysis. 
D.W. Olive (charts) Sept. 20 

Computers to get new chores July 12 

Dallas P&L’s North Lake Plant — new 350-Mw 
unit explores conceptual ‘firsts’. R.J. 
Gary (tables) Nov. 8 

Detroit Edison computer selects carrier 
frequency. J.N. Towle (charts) Sept. 20 

Duke Power’s Plant Marshall — automatic 
features set plant’s power supply design. 
G.M. Bostian (table) Oct. 4 


(Ed) Editorial. * Illustrated. (N) News. 


GE punched cards speed turbine renewal parts 

July 26 *83 
Jacksonville, Fla. gets three computer 

control systems (N) Sept. 6 65 
Japanese computer controls reactor Dec. 6 *29 
Magnetic tape records power, energy of 

system, customer. Snyder & Weers Aug. 23..*106 
New analysis of home heating loads could aid 

in system, sales planning. R.F. Cook 

(charts) July 26 *50 
On-line digital computer generates Enrico 

Fermi performance data. Selmeczy & 

Camplani (chart) Aug. 9 *64 
Plant automation activities expanded (N) 

“Sept. 20 *158 
Public Service E&G’s Hudson-Generating 

Station Unit No. 1 central control system 

has unique cabling Sept. 27 
Simulator developed for studies on Northwest- 

Southwest HVDC intertie Sept. 13 
Sperry Rand UNIVAC and GE announce giant 

new computer systems; cost saving 

claimed (N) Dec. 13 
TIMIS (Total Integrated Management 

Information System) helps utility 

information problem Aug. 16 


CONDUCTORS 
Alcoa apparent low bidder on 500-kv 
conductor for BPA (N) Nov. 29 
Dynamic damper for galloping conductors 
being field tested. A.S. Richardson Jr. 
(table) Sept. 20 *154 
Post-type insulators for 115-kv conversion at 
Black Hills P&L. H.Z. Babbitt Dec. 13 *94 
Smooth-body conductor doesn’t gallop. J.H.M. 
Sykes Oct. 4 
Sodium conductor core for power distribution 
(N) Dec. 13 *82 
Utilities sue over price charged for aluminum 
conductor (N) Oct. 11 


CONNECTORS 


Public Service E&G booster simplifies 
connector crimping Nov. 1 


CONSTRUCTION 
Australia’s Snowy Mountains project links 
two rivers Aug. 9 *170 
Backhoe digs round holes. M.J. Nunnally 
July 12 *98 
Black Hills P&L post-type insulators for 115- 
kv conversion. H.Z. Babbitt Dec. 13 *94 
Color-code slings to indicate length Oct. 4 *78 
Commonwealth Edison’s Joliet Station stack 
construction speeded with copter (N) Aug. 9 *94 
Consolidated Edison 52-in. dia rock tunnel 
cut at 3/ft hr Oct. 4 *92 
Conversion market — a lively “pportunity 
report. J.D. Damon (charts & tables) 
July 12 
Electric utility methods — reports. M.G. 
McGraw Aug. 9 *83-148, Oct. 4 *65-129, 
Dec. 13 
Federal housing agency expands URD 
requirement (N) Dec. 20 12 
FHA pressures for URD July 19 *17 
FHA sets new mortgage policy to encourage 
URD (N) July 12 37 
Florida Power Corp — engineering, operations 
work closely with sales. R.E. Raymond 
Aug. 9 *54 
Guards add safety to trencher. J.L. Bunting 
Dec. 27 
Hand lines of polyprop-dacron prove out 
Aug. 9 
Hydro-Quebec eases 735-kv crossing with 
lightweight cable Aug. 9 
Idaho Power 230-kv line built with all- 
laminated wood structures. J.F. Servis 
Oct. 4 
If it’s not grounded it’s not dead Dec. 13 
lowa Electric L&P 115-kv structures fitted to 
tight route. G.A. Cook (tables) Oct. 18 
Kansas City P&L six-pole deadend structures 
for river crossing. F.W. Shaw Oct. 4 


*81-92 


*89-153 


Memphis crews battle power washout threat 
Aug. 9 
Modern line truck cuts man-hours; high cost 
requires skillful management. Clarine & 
Kennedy (charts) Dec. 13 
Narrow construction vehicle is versatile- 
“‘Alley-Gater’’ Dec. 13 *140 
New Mexico 115-kv line has mile-long span 
(N) Sept. 6 *86 
New Zealand’s Cook Strait’s 250-kv de 
cables are laid and tested Aug. 9 *90 
New Zealand inaugurates interisland HVDC 
July 19.. *20 


New Zealand tries helicopter line construction 
Aug. 9 *116 





Otter Tail three-man crews prove their worth 
Aug. 9 

Philadelphia Electric builds bulk substation 
underground. P.K. Pavlides Aug. 9 

Plastic-winch lines for hot work. J.T. Doiron 
Dec. 13 

Plow-in cable and plastic conduit Aug. 9 

Power companies increase construction 
budgets (N) July 26 

Public Service E&G booster simplifies 
connector crimping Nov. 1 

R/W clinic views lower cost methods (charts) 
Oct. 18 

Rochester G&E optimizes customer service 
job scheduling. Gavett & Saddock (table) 
July 26 

Safety harness for bucket work Aug. 9 

‘Snap holds’ tool. W.R. Crooks Oct. 4 

Southern California Edison’s work 
simplification trims man-hour needs 64 
percent. P.M. McCann July 5 

Spreader tool eases triplex separation. J.M. 
McGuire Dec. 13 

Switch-fuse unit lowers station height for 
Consumers Power. P.A. McCleer Dec. 13 

Telescope boom cuts crane set-up time at 
Pacific G&E Dec. 13 

Trencher helps to cut URD installation costs 
at Florida Power. R.E. Meade Aug. 9 

Turnkey contracts — some pros and cons 
Dec. 20 

Vibratory plow aids service-drop burial 
Dec. 13 

Virginia Electric Power barricade protects 
lineman from hot lines Nov. 1 

VEPCO light up flag stand Aug. 9 

What’s ahead in 1966; review of 1965 - 
report Dec. 27 
URD parameters must be firmed Dec. 27 

Whirling drum speeds R/W clearing for 
Consumers Power July 12 

Will housing recover in '66? Dec. 27 

Wisconsin P&L control center shifted without 
a ‘hitch’. William Harvey Dec. 13 

Wisconsin PS Pulliam Plant Unit 8 — in-door, 
coal-fired unit achieves construction cost 
of $105 per kw. Byrne & Straub (table) 
Nov. 22 


CONTROLS 

Boiler controls for Kincaid power plant (N) 
July 12 

Computer selects carrier frequency at Detroit 
Edison. J.N. Towle (charts) Sept. 20 

First of new solid-state boiler controls in 
service Sept. 20 

GE publishes prices on solid-state control 
systems (N) Dec. 6 

Innovations reduce photocontrol costs (N) 
July 12 

Plant automation activities expanded (N) 
Sept. 20 

Prime-mover governor spots load changes via 
voltage transients Oct. 18 

Public Service E&G’s Hudson Generating 
Station Unit No. 1 central control system 
has unique cabling Sept. 27 

Solid-state controls up regulator performance 
Oct. 4 

Vacuum reclosers use solid-state controls 


(N) Nov. 8 


COOPERATIVES 
see also Rural Electrification Administration 
Co-op remodels, converts old farm house 
July 12 
NRECA financing plan 
Ellis: NRECA may ask end of 2% REA 
financing July 12 
NRECA details new co-op financing 
methods’ study (N) Aug. 16 
Financing plan hinges on REA study (N) 
Aug. 23 
Dakota-Minnesota co-ops vote down 
proposals (N) Oct. 25 
Proposed three-track financing — co-ops 
‘resigned’ to new money deal Nov. 15 
Financing plan runs into more opposition 
(N) Dec. 13 
NRECA’s Clyde Ellis improving after heart 
attack (N) Oct. 4 
Senate would exempt co-ops from FPC — bills 
readied for next session Sept. 6 
FPC restriction bill shelved by Congress 
(N) Oct. 18 


CORPORATE CHANGES 
Allis-Chalmers delays closing acquistion of 
Simplicity Mfg. Co. (N) Sept. 6 
Cleveland Electric Hluminating Co. and Ohio 
Edison System study affiliation (map) 
Sept. 27 


112 


*62 


96 


"ill 


*9] 


102 


99 
*155 

14 
*100 
*158 


134 


11 


95 

13 
*79 
28 
23 


39 


40 


Continental Oil plans to acquire Consolidation 
Coal Co. (N) Oct. 18 42 
Kearney, Hubbard, and Consolidated 
Industries merge (N) Sept. 13 14 
Let us take another look at Section 30 (Ed) 
Oct. 4 7 
New England merger — What’s behind the 
merger talk in New England (map) Aug. 16 19 
New England merger proposal of three 
utilities — Connecticut L&P, Western 
Massachusetts Electric and Hartford 
Electric Light (N) Oct. 25 11 
No one says ‘no’ to New England merger 
Nov. 1 *49 
SEC approves West Virginia merger (N) Dec. 


Dec. 27 22 


D 


DESALINIZATION 


“Bolsa Chica Island’’ — confirm feasibility 
of island desalting plant (N) Nov. 29 

Coal used to treat water, produce power 
(chart) Oct. 25 

Desalting economics tied to power Oct. 18 

Design study begins on desalinization pumps 
(N) July 12 

First International Symposium on Water 
Desalination Oct. 18 

New reactors shape power systems through 
year 2000. J.H. Wright (charts & table) 
July 12 

New York City, federal men discuss nuclear 
desalting (N) Aug. 9 

New York City, federal officials talk 
desalinization (N) Aug. 9 

New York City to run out of water? (N) Aug. 23 

Pacific dual-purpose plant promises 1,500 Mw, 
150-million gpd of water in 1970’s. Holtom 
& Galstaun Oct. 11 

Southern California Edison moves in 
desalting unit to help relieve severe 
drought on Catalina Island Dec. 20 

Virgin Islands desalting-power plant Nov. 1 

Why don’t we use what we know about water? 
(Ed) Sept. 27 


DISPATCHING 


see Systems Engineering 


DISTRIBUTION 


Appalachian project to build 34.5 kv 
distribution network (N) Nov. 8 
Aspen, Colorado — rebuild town distribution. 
H.E. Lecuyer Oct. 18 
Color — light color gives overhead lines new 
look (N) Aug. 23 
Electronic ground-fault detection system (N) 
July 12 
EHV see also Extra High Voltage 
Florida P&L tests and studies point way to 
reduce lightning outages. J.A. Lasseter 
(charts & table) Oct. 18 
High rise wiring cost minimized for St. Louis 
apartment building. M.J. Gillum Oct. 18 
Kansas City P&L sorts trouble calls quickly 
by zip code. Joseph Evans Oct. 18 
Kansas G&E center tests distribution 
equipment. Henry Disante Aug. 23 
Magnetic recorder monitors line for faults. J.F 
Rilling (table) July 26 
Operating data key to system protection at 
Texas Electric Service. B. M. Gallaher 
(tables) Sept.20 
Operation Beautility....a report to the nation — 
Distribution serves consumers Aug. 23 121 
Transmission and distribution....the future 
look. G.L. Wilcox Aug. 23 126 
Public Service E&G cluster arresters protect 
spacer cable system. Thwaites & Stys 
Oct. 11 *28 
16th annual electrical industry forecast 1966- 
1980. A.J. Stegeman (charts & tables) 
Sept. 20 105 
What’s ahead in 1966; review of 1965— report 
Dec. 27 *49-56 


27 
Bury it, or make it look better Dec. 27 °S2 


DISTRIBUTION, UNDERGROUND 


Architects urge speed on URD; PG&E wants 
PUC OK (N) Oct. 18-39, Oct. 25 

Baltimore G&E will cooperate on proposals 
to place new house wiring underground (N) 
Aug. 30 

Baltimore G&E would not oppose reasonable 
law on URD (N) Sept. 20 

California — Underground is on trial in 
California (Ed) Oct. 18 


(Ed) Editorial. * Illustrated. (N) News 


California PUC slates hearing on underground 
(N) Sept. 13 11 
California — two more utilities tell UG plans 
(N) Nov. 8 
Commonwealth Edison devices help find URD 
cable faults. Medek & Steeve Oct. 4 
Copper group to furnish information on URD 
(N) Aug. 23 
Duke Power speeds underground program. D. 
Moore Dec. 13 
Economics spurs use of URD. R.F. Cook 
(chart & table) Nov. 22 
Federal housing agency expands URD 
requirement (N) Dec. 20 
Federal housing agency pressures for URD 
July 19 
FHA seeking to clarify URD regulation 
Oct. 25 
FHA sets new mortgage policy to encourage 
URD (N) July 12 
500-kv UG costs cited at New Jersey hearing 
— cost of overhead vs underground EHV 
(table) Oct. 18 
IEEE Power Group slates special technical 
conference and exposition (N) Sept. 6 20 
Indianapolis town within town served by 
13.2-kv underground. C.B. Strickland Oct. 4 *62 
Pacific G&E partial underground proves 
attractive alternative. T.A. Bettersworth 
Dec. 6 *24 
Pacific G&E tells URD conversion plan at 
Calif. hearings Oct. 4 50 
Pacific G&E URD conversion unveiled at 
PUC hearing Oct. 11 *19 
Portland,Ore. to have additional underground 
utility service (N) July 5 11 
Random separated URD forges ahead in New 
England. L.F. Cornilovich Nov. 15 *92 
Roadway & Outdoor Lighting Conference — 
URD, rates assure profitable future Nov. 1 *61 
Safety recommendation on random cable 
installation — A step backward for URD 
(Ed) Nov. 8 
Seattle City Light lets contract for 230-kv 
underground cable (N) Sept. 20 
Seattle City Light ads squelch critics (N) 
July 12 
Southern Cal Ed plans $146 million on 
undergrounding (N) Nov. 1 
Trencher helps to cut URD installation costs 
at Florida Power. R.E. Meade Aug. 9 *104 
Underground residential distribution can be 
potent sales tool. R.C. Bythewood Sept. 6 *42 
URD service charges: in Oregon, a question; 
in Washington, OK (N) Nov. 29 124 
Utility engineers inspect new URD package 
(N) Nov. 29 *103 
What’s ahead in 1966; review of 1965 — 
report Dec. 27 *49-56 
Bury it, or make it look better Dec. 27 “Se 


URD parameters must be firmed Dec. 27 *53 


EDUCATION 


Executive profile — the chief financial 
officer (tables) Oct. 18 

Niagara Mohawk courses prepare trainees for 
supervisory positions Sept. 6 

Purchasing education gets added emphasis in 
colleges (N) Sept. 13 

SEE, educators trade ideas Aug. 23 

Such academic nonsense in dangerous (Ed) 
Aug. 30 


ELECTRIC ENERGY MARKETING 


AEP to build four heated and cooled 
demonstration homes Oct. 18 
Battery power plan provides free electric 
truck batteries to industrial firms (table) 
Sept. 6 
Cazenovia College, N.Y. joins all-electric 
building line-up (N) Nov. 15 
Central Illinois PS supplements regular 
advertising with ‘mobile’ campaign (N) 
Sept. 20 
Chicago’s tallest building to be all electric 
(N) July 12 
Columbus, Ohio imbedded lights direct 
motorists to underground garage (N) 
Nov. 15 
Commercial dryer tests increase efficieacy 
(table) Oct. 4 
Complacency can retard growth (Ed) Sept. 20 
Conversion market — a lively opportunity — 
report. J.D. Damon (charts & tables) 
July 12 *81-92 
How many conversion sales by 1980? 
J.H.K. Shannahan July 12 82 
Decline in new-home starts triggers 
conversion promotions July 12 84 





Why do people convert to electric? July 12 
Utility employees convert at home, too 
July 12 
Co-op remodels, converts old farm house 
July 12 
Converted high school gets high marks 
July 12 
Old hotel becomes new apartments 
July 12 
Age of building has no bearing July 12 
Conveyor unit saves space, time, money for 
hospitals (N) Aug. 9 
Dallas department store is heated and cooled 
electrically Oct. 18 *120 
Draft-barrier heaters keep floors warm in two 
Houston, Tex. buildings Dec. 13 *73 


Duke Power to push single-unit water heater. 

C.F. Sides (table) Nov. 15 82 
EEI Coordinated Calender expected to boost 

appliance sales Nov. 1 64 
EEI promotion plans emphasize heating, add 

freezers, color TV (N) July 26 *68 
EEI turns play on residential street lighting 

into movie Nov. 29 *91 
Electric can beat gas on multi-room buildings. 

H.L.Laube (table) Aug. 23 96 
Electric heat conversion market won’t wait 

(Ed) July 12 7 
“Electric Heating & Cooling Handbook’’ from 

EEI — review Sept. 20 94 
“Electric Heating and Cooling Handbook”’ is 

single reference source Oct. 4 *136 
Electric heating workfile available (N) Sept. 6 83 
Electric space heating promotion spurs 

random separated URD. L.F. Cornilovich 

Nov. 15 *92 
Electric truck promotions spark interest of 

other utilities (N) Aug. 23 130 
Farm market coordinated promotion urged (N) 

Sept. 20 
Florida Power Corp. — engineering, 

operations work closely with sales. R.E. 

Raymond Aug. 9 
Florida school knocks out gas heat Dec. 27 
Fourth Electric Heating & Comfort 

Conditioning Systems Conference and 

Exposition — seminars to highlight 

Washington conference Dec. 27 
GE introduces higher efficiency lamps — 

Lucalox (N) Nov. 15 
Georgia Power helps educate youngsters in 

total-electric cooking Nov. 1 *64 
Gulf States Utilities’ building awards 

stimulate all-electric sales. J.A. 

Richardson Dec. 27 *63 
Gulf States Utilities going after commercial 

lighting business. R.A. Landry Dec. 13 *73 
Heating hazardous locations can be solved 

electrically (N) July 26 67 
High rise wiring cost minimized for St. Louis 

all-electric apartment. M.J. Gillum Oct. 18 *99 
Home ice-skating rinks — new market for 

kwhrs? (N) Dec. 27 
Job Corps Center is all-electric Oct. 11 *22 
Kansas G&E cooling school draws men and 

women. Norman Jacobshagen July 26 *67 
Lead Industries Assn aids utilities to promote 

electric trucks (N) Aug. 23 130 
Let’s gather heating statistics on a 

coordinated basis (Ed) Dec. 13 7 
Lighting aids airplane maintenance in 

Denver Sept. 6 
Lighting improvement program ups efficiency 

at South Baltimore, Md. plant Oct. 18 
Lights help brighten Christmas season 

Dec. 20 
LBE to stress ‘that wonderful feeling’ of 

electric heating (N) Sept. 20 
Mercury-vapor campaigns: a boon to utilities 

and communities (Ed) Nov. 8 
New England college to build all-electric 

campus Oct. 18 
New York housing co-op turns down isolated 

generation (N) Oct. 25 12 
Next decade poses marketing challenge 

(table) Nov. 29 *113 
Ontario Hydro electric heat story goes on 

road (N) Aug. 9 *67 
PCEA meeting — more creativity in promoting 

home heating and cooling urged (N) Nov. 15 135 
PG&E sponsors electric truck rallies (N) 

Aug. 23 
PP&L sets up three-stage program for 

electric trucks (N) Aug. 23 


Public Service E&G advertising series — 
dependability — simple message, simply 
told Oct. 4 

PS of Indjana’s private lighting program 
moves up to 400-w units Aug. 2 


Roadway and Outdoor Lighting Conference - 
R.T. Person to be keynote speaker (N) 
Aug. 23 


C.C. Keller to be luncheon speaker (N) 
Sept. 20 
Roadway & Outdoor Lighting Conference — 
highlights. J.D. Damon Nov. 1 
Six trends spark lighting campaigns Nov. 1 
Utility-contractor cooperation urged Nov. 1 
Utilities push modernization of complete 
street lighting systems Nov. 1 
Manufacturers point to new markets Nov. 1 
URD, rates assure profitable picture 
Nov. 1 
Seattle City Light offers water heater check 
free (N) Sept. 20 
16th annual electrical industry forecast 1966- 
1980. A.J. Stegeman (charts & tables) 
Sept. 20 
South Carolina Electric & Gas Co. — one 
heating conversion helps sell another 
Nov. 29 
Southwestern PS wins water-pumping contract 
for Canadian River Project (N) Oct. 25 
Sylvania opens lighting and radiant energy 
center (N) Dec. 13 
Three utilities combine to promote conversion 
sales on TV (N) Sept. 20 
200 ft-c lighting system is additional heat 
source Sept. 20 
Washington housing agency drags feet on 
electric heat decision in housing project 
for the elderly (N) Oct. 4 25 
Westinghouse high-output lamp offers improved 
color rendition Nov. 29 92 
What’s ahead in 1966; review of 1965 — 
report Dec. 27 *49-56 
Electric vs gas battle gets hotter Dec. 27.. *56 
Youth market — Should utilities think young? 
(tables) July 5 31 


EMPLOYEE TRAINING & WELFARE 


see also Labor 

Niagara Mohawk courses prepare trainees for 
supervisory positions Sept. 6 

Seattle City Light participates in Youth 
Corps training (N) Nov. 29 

Southern California Edison simulated controls 
aid operator training. Gardner & Howard 
Oct. 4 


ENGINEERS 


IIT reports average starting salary for 
electrical engineering graduates (N) 
Sept. 13 

Utilities are doffing ‘old hat’ image (tables) 
July 19 


EQUIPMENT PRICES 


see Purchasing 


EUROPE (CONTINENTAL) 


Austria taps the Danube’s hydro potential 
(map) Sept. 13 

Belgium — spent nuclear fuel is processed at 
Belgian plant. J.H.M. Sykes Nov. 15 

Germany and France differ on joint nuclear 
plant (N) Aug. 2 

Italian dc plan stymied by French (N) Aug. 30 

Italy — on-line digital computer generates 
Enrico Fermi performance data. Selmeczy 
& Camplani (chart) Aug. 9 

Los Angeles delegation studies European 
HVDC (N) Aug. 9 

Mediterranean underseas power link promoted 
(N) Sept. 20 

Romania’s power growth studied by US 
utility execs (map, charts, tables) Aug. 9 

Russia: 500-Mw unit built (N) Nov. 29 

Russia — reforms to affect USSR power 
policy Dec. 6 

Spain and Switzerland buy US nuclear plants 
(N) Aug. 2 

Sweden: cutting air pollution (N) Nov. 29 

Sweden — outages in wide areas (N) Dec. 20 

Sweden’s private nuclear plant — $62-million 
contract let (N) Sept. 27 

Sweden to have 320-Mw steam turbine- 
generator (N) Aug. 16 

Swedish city runs backward — just a passing 
phase (N) Dec. 27 

Ten Ruhr coal mines plan joint 1,200-Mw 
plant (N) Nov. 29 


EXTRA HIGH VOLTAGE (EHV) 


AEP plans multi-million dollar orders for 
EHV towers (N) Aug. 2 

Bethlehem Steel gets two EHV tower orders 
(N) Aug. 23 

Britain’s 400-kv system defined as all- 
purpose. J.H.M. Sykes Dec. 20 

Cable engineers explore path to 750 kv 
application July 26 


(Ed) Editorial. * Illustrated. (N) News. 


EHV: Today’s designs, tomorrow’s plans — 
report. Olmsted & Stegeman (charts & 
tables) Nov. 15 *95-118 
EHV pland have tripled in two years. A.J. 
Stegeman Nov. 15 96 
Design survey reveals patterns of EHV 
expansion. L.M. Olmsted Nov. 15 99 
Supporting structures take many forms. 
L.M. Olmsted Nov.15 104 
Characteristics of typical EHV 
transmission lines in the US and 
Canada Nov. 15 108-118 
Extra-High-Voltage transmission meeting 
reports tests on designs for 345,500, 735 
kv Nov. 1 *50 
500-kv UG costs cited at New Jersey hearing 
— cost of overhead vs underground EHV 
(table) Oct. 18 89 
Hot stick, barehand maintenance work upped 
to 500 kv Oct. 25 *24 
How much R&D for buried transmission? 
Sept. 27 *19 
New Zealand HVDC link performing well, but 
has some problems (N) Nov. 8 22 
Ohio Brass outdoor generator aids EHV tests. 
Wittibschlager & Connell Dec. 27 *43 
Pacific NW-SW intertie 
BPA installs series capacitors Dec. 27 *48 
Federal agencies award contracts (N) 
Aug. 16 
GE-ASEA bid on terminal contract (N) 
July 5 
Ruling due on validity of contract (N) 
Sept. 27 
Validity upheld (N) Nov. 1 
New insulator design (N) Dec. 27 
750-kv intertie rescheduled for April 1969 
(table) Aug. 23 98 
Second dc line in intertie firms up 
transmission Aug. 23 101 
Simulator developed for studies Sept. 13 *24 
Pantograph disconnect switch developed (N) 
July 5 36 
Quebec Hydro 735-kv line — lightweight cable 
eases crossing Aug. 9 *89 
Line energized (N) Oct. 25 12 
Reports on designs Nov. 1 
Should EHV designs be standardized at this 
stage? (Ed) Nov. 15 
Strain bus saves for 345-kv switching at 
Texas Electric Service. J.W. Cheever 
(table) Nov. 8 *28 
735-kv shunt reactors developed. A. Goldstein 
Aug. 23 *132 
TVA plans over 500-mi of 500-kv transmission 
(N) Nov. 22 11 
Use of EHV shunt reactors to control 
overvoltages calls for more know-how. 
E.T. Norton Sept. 6 *48 
What’s ahead in 1966; review of 1965 — 
report Dec. 27 *49-56 
Flexibility will improve reliability Dec. 27 *51 
Yankee-Dixie Power Project — backers ask 
support Nov. 29 | 


F 


FEDERAL POWER COMMISSION 


Announces ten members for Executive 

Advisory Committee to update NP survey 

(N) Sept. 6 
Asks questions on purchasing Sept. 20 
Commissioners’ disagreement significant? 

(N) Sept. 20 
Congress moves toward decision on FPC 

July 26 *47 
Congress shelves FPC restriction bill (N) 

Oct. 18 40 
Dual regulation splits NARUC meeting Oct. 18 168 
Duke Power’s Keowee-Toxaway Project 

Free enterprise versus Federalism: that’s 

the issue (Ed) Aug. 2 
Under pressure Udall re-weighs stand on 
Duke Power projects (map) Aug. 2 

Udall pulls out (N) Aug. 2 
Hydro licenses to expire on 55 projects by 

1972 (table) Oct. 4 
The National Power Survey and the blackout 

report (Ed) Dec. 27 
Northeast blackout see Outagee 
O’Connor sees bright future, more regulation 

Nov. 8 
Plans year-long staff review of utility 

procurement (N) Dec. 27 
Prescribes blackout remedies (charts & table) 

Dec. 13 
Responses to query on utility contracting (N) 

Oct. 25 





Senate would exempt co-ops from FPC — bills 
readied for next session Sept. 6 

Swidler urges stricter regulation (N) Oct. 11 

To establish regional advisory committees 
(N) July 19 

To make report on El Paso, Tex. outage 
Dec. 20 

To study competitive bidding on power 
projects (N) Aug. 9 

Utilities question wisdom of recreational 
data (N) Sept. 6 


FINANCIAL AFFAIRS 

The American economy: how grows it? 
(charts) Oct. 25 

Boom losing steam? Nobody’s worried yet 
July 26 

Business outlook good for first quarter, 1966, 
NAPA finds (N) Oct. 4 

Business to spend 8% more in 1966 (tables) 
Nov. 8 

Canadian utility buying called ‘bullish’ Nov. 


Consumers can buy investor utility (chart & 
tables) Nov. 15 
Earning reports confuse bankers (N) Dec. 6 
FPC’s O’Connor sees bright future, more 
regulation Nov. 8 
14th steam station cost survey — report. 
L.M. Olmsted (charts & tables) Oct. 18 *103- 
Total energy cost turns up Oct. 18 
Plant investment down, heat rate up Oct. 18 
Production cost decline falters Oct. 18 
Taxes key to energy cost variations 
Oct. 18 
Design features show improvement trends 
Oct. 18 
Space factors reported for 37 stations 
Oct. 18 
Data for 46 stations reveal trends Oct. 18 
High Court to review gas spin-off case (N) 
Dec. 20 
Industry spends $152.7 million for R&D in 
1964 (N) July 5 
Key indicators point to more prosperity in 66. 
Douglas Greenwald (charts) Sept. 20 
Municipals win, and lose, money tee expansion 
(N) Nov. 1 
NRECA financing plan 
Ellis: NRECA may ask end of 2% REA 
financing July 12 
NRECA details new co-op financing 
methods’ study (N) Aug. 16 
Financing plan hinges on REA study (N) 
Aug. 23 
Dakota-Minnesota co-ops vote down 
proposals (N) Oct. 25 
Proposed three-track financing — co-ops 
‘resigned’ to new money deal Nov. 15 
Financing plan runs into more opposition 
(N) Dec. 13 
Power companies increase construction 
budgets (N) July 26 
16th annual electrical industry forecast 1966- 
1980. A.J. Stegeman (charts & tables) 
Sept. 20 
Social security: its effect on pension plans 
(charts & table) Dec. 6 
Transmission, generation spending to soar 
29% in 1966 (N) Dec. 27 
US economists shoot at ’66 (chart) Aug. 2 
What’s ahead in 1966; review of 1965 - 
report Dec. 27 


FOREIGN TRADE 

Britain’s Board of Trade urges industry 
TVA orders (N) July 19 

Con Edison gets first utility oil import 
quota (N) Nov. 22 

GE to build nuclear reactor for Japan (N) 
Oct. 11 

Lifting of import quotas to ease lead, zinc 
supply (N) Nov. 1 

Oil-using utilities want quotas lifted July 12 

US exports of electrical goods to Britain rise 
(N) Sept. 13 

US may have to crack down on imports to get 
equal chance in foreign markets Nov. 15 

West Penn honored for boosting exports (N) 
Nov. 1 


FUEL 

All-gas Post Office slated for Pittsfield, 
Mass. Aug. 9 

Belgian plant processes spent nuclear fuel. 
J.H.M. Sykes Nov. 15 

Briton sees oil-coal feud by 1973. J.H.M. 
Sykes (chart) July 26 

Coal bunker fire-prevention costs cut with 
mechanical digger at West Penn Power 
Oct. 4 

Coal handling facility slated for Ohio (N) 
Sept. 20 

Coal prices edging upward? (N) Nov. 


i) 


Coal to AEC; block nuclear subsidies (N) 
Oct. 11 
Coal used in sewage treatment scheme (N) 
Sept. 13 
Coal used to treat water, produce power 
(chart) Oct. 25 
Conneaut, Ohio coal storage dock benefits 
utilities Aug. 30 
Con Edison gets first utility oil import quotas 
(N) Nov. 22 
Duquesne Light Co’s Warwick automated mine 
helps cut coal cost July 12 
Electric can beat gas on multi-room buildings. 
H.L. Laube (table) Aug. 23 
EW Energy Transportation Conference set for 
Nov. 21-23, Chicago (N) Sept. 27 
Program takes shape Nov. 8 
Electrical World’s Second Energy 
Transportation Conference — report W.D. 
Brown 
Electric utilities face pressing decisions 
Dec. 13 
Reliable service and optimum savings to 
customers are industry’s aim Dec. 13 
EHV and HVDC vie in future patterns 
Dec. 13 
Long-term contracts save coal costs 
Dec. 13 
Energy transport plans for coal units. J.R. 
Forsythe (map, tables) Nov. 15 83 
Energy Transportation Conference: a search 


for answers (Ed) Oct. 11 5 


Florida school knocks out gas heat Dec. 27 *83 


14th steam station cost survey — report. 
L.M. Olmsted (charts & tables) Oct. 18-103-118 
Fuel cell for emergency home use available 
within two years (N) Sept. 20 
Gas — group raises $1 million to boost all-gas 
installations (N) Oct. 18 
Gas men go after total energy market (N) 
Sept. 6 
Georgia Power Co’s Harllee Branch Plant 
faster coal handling cuts fuel cost. S.H. 
Lawrence July 5 
Nuclear fuel cost could be zero — Dr. F.K. 
Pittman at SEE Nov. 29 
Oil-using utilities want quotas lifted July 12 
Research for ‘freezeproofing’ lignite (N) 
Dec. 13 
The retreat from 1,100F takes effect (Ed) 
Oct. 25 
Sierra Pacific signs 22-year gas agreements 
(N) Aug. 30 
TVA buys coal for new 1,130-Mw unit at 
Paradise plant (N) July 5 
What’s ahead in 1966; review of 1965— 
report Dec. 27 *49-56 
Electric vs gas battle gets hotter Dec. 27.. *56 
Will King Coal ward off throne challengers? 
(charts) Dec. 13 *143 


G 


GENERATORS 


AEP charts $370-million Appalachia plan 
(N) Sept. 6-19, (map) Sept. 13 

Cardinal station to get one of largest 
generators built (N) Dec. 6 

Dallas P&L’s North Lake Plant — new 350-Mw 
unit explores conceptual ‘firsts’. R.J. 
Gary (tables) Nov. 8 

Dealting economics tied to power Oct. 18 

Duke Power’s Plant Marshall — automatic 
features set plant’s power supply design. 
G.M. Bostian (table) Oct. 4 

EW Energy Transportation Conference set for 
Nov. 21-23, Chicago (N) Sept. 27 
Program takes shape Nov. 8 

Electrical World’s Second Energy 
Transportation Conference — report. W.D. 
Brown Dec. 13 *63- 

Energy transport plans for coal units. 
J.R. Forsythe (map, tables) Nov. 15 

Energy Transportation Conference: a search 
for answers (Ed) Oct. 11 

Great Britain’s Ferrybridge station nears 
finish (N) Sept. 6 

Interior to ask competitive bidding on 
geothermal (N) Sept. 27 

Isolated generation — why worry about it — 
buy it Nov. 15 

Johnstown, Pa. mine-mouth station — 
engineer chosen (N) Aug. 30 

Liquid metal MHD mode! generates alternating 
electric current Oct. 18 

Longannet Station, Scotland — new techniques 
benefit station (N) Oct. 11 

MHD model using liquid metal generates 
power (N) Oct. 11 


(Ed) Editorial. * Illustrated. (N) News. 


Mobile gas turbine to supply emergency 
power (N) Aug. 2 

Nebraska grid supplants power districts 
(map) Aug. 30 

New equipment developed for power 
generation (N) Dec. 6 

New reactors shape power systems through 
year 2000. J.H. Wright (charts & table) 
July 12 

New York housing co-op turns down isolated 
generation (N) Oct. 25 

N.Y. and Pennsylvania utilities plan 1,280- 
Mw mine-mouth plant (N) Aug. 9 

New Zealand inaugurates interisland HVDC 
July 19 

Ohio Brass outdoor generator aids EHV 
tests. Wittibschlager & Connell Dec. 27 

Ohio Power’s Cardinal Plant generator to be 
of record capacity and weight (N) Oct. 25 

Operation Beautility....a report to the nation — 
Generation means a growing America 
Aug. 23 

Pacific dual-purpose plant promises 1,500 
Mw, 150-million gpd of water in 1970’s. 
Holtom & Galstaun Oct. 11 

Pacific NW needs steam by 1975 to 
supplement hydro (N) Dec. 27 

Petersburg, Ind. plant dispute — suit heads 
for high court (N) Aug. 30 

PS of Colorado contract for HTGR to General 
Atomic (N) Nov. 8 

Public Service E&G’s Sewaren station — 
power turbine modules to 121 Mw. R.J 
Palmer Nov. 29 
Solid state governor for gas-turbine 

modules Nov. 29 

Punched cards speed turbine renewal parts 
at GE July 26 

Quebec Hydro’s 735-kv reactors given 
extensive testing. A. Goldstein (chart) 
Oct. 4 

16th annual electrical industry forecast 


1966-1980. A.J. Stegeman (charts & tables) 


Sept. 20 

735-kv shunt reactors developed. A. Goldstein 
Aug. 23 

Steam generators bought for two new plants 
(N) Aug. 23 

Sweden to have 320-Mw steam turbine- 
generator (N) Aug. 16 

Transmission, generation spending to soar 
29% in 1966 (N) Dec. 27 

Utility systems can’t tolerate boiler outages. 
R.H. Wolin (charts)Dec. 13 

Vepco purchases 690-Mw steam generator 
(N) Dec. 20 

Virgin Islands desalting-power plant Nov. 1 

What’s ahead in 1966; review of 1965 — 
report Dec. 27 
Power needs heavy and varied Tec. 27 


H 


HEAT PUMPS 
Heat storage — heat pump job points way to 
lower costs for Western Mass. Electric. 
J.M. Turnbull (table) Dec. 13 
Promising heat pumps don cap and gown 
(Ed) Dec. 6 


HEATING, COMMERCIAL 


see also Electric Energy Marketing 

Conversion market — a lively opportunity — 
report. J.D. Damon (charts & tables) 
July 12 


HEATING, INDUSTRIAL 


see Electric Energy Marketing 


HEATING, RESIDENTIAL 

see also Electric Energy Marketing 

Conversion market — a lively opportunity — 
report. J.D. Damon (charts & tables) 
July 12 

New analysis of home heating loads could 
aid in system, sales planning. R.F. Cook 
(charts) July 26 

Total electric see Electric Energy 
Marketing 


HYDRO STATIONS 
Appalachian Power hydro proposal — co-ops, 
investor utility opposed on economics 
(N) Sept. 20 


105 
*132 
153 
14 
24 
*66 


14 


*52 





Appalachian Power’s Smith Mountain Dam 
project — trash-rack damage delays trials 
Aug. 9 
Appalachian Power’s Smith Mountain Dam — 
divers to repair trash-racks at 190-ft in 
1/10 normal time. G.C. Wiswell Jr. Oct. 4 
Australia’s Snowy Mountains project links 
two rivers Aug. 9 
Austria taps the Danube’s hydro potential 
(map) Sept. 13 
Bridge Canyon Dam ‘lobbying’ charged to 
USBR (Ed) Aug. 9 
Brazil: new hydro project (N) Nov. 29 
Chocon-Cerros Colorados project gets 
financial help from 3% oil tax (N) Nov. 15 
Congressional omnibus hydro authorization 
grows (N) Aug. 23 
Con Edison’s Cornwall plant may aid NY 
water supply (N) Dec. 20 
Dickey-Lincoln Schoo! hydro project 
President asks authorization (N) July 19 
Johnson team split on Maine project 
July 26 

Federal and state officials urge okay (N) 
Aug. 16 

New England’s federal project rushed 
Aug. 23 

Voted down by House (N) Sept. 27 

Congress hears decision Oct. 4 

Senate votes planning funds (N) Oct. 25 

A sorry lesson in the processes of 
government (Ed) Nov. 1 

Duke Power’s Keowee-Toxaway Project — 

Free enterprise versus Federalism: 
that’s the issue! (Ed)Aug. 2 

Under pressure Udall re-weighs stand on 
Duke Power projects (map) Aug. 2 

Udall pulls out (N) Aug. 2 

Udall backs off Aug. 9 

FPC takes aim on all unlicensed hydro 
projects (N) July 26 

FPC to study competitive bidding on power 
projects (N) Aug. 9 

500-kv bushing device gives signal for 
synchronizing hydro units. J .N. 

Kuvallis Nov. 1 

Great Lakes’ water levels eyed by utilities 
Aug. 2 

Huge North American scheme promoted by 
Utah senator (N) Sept. 27 

India builds large hydro project with aid from 
US (N) Aug. 9 

Licenses to expire on 55 projects by 1972 
(table) Oct. 4 

New England pumped storage plant to aid 
public water supply (N) Nov. 15 

New York opposes Ohio canal from Lake 
Erie (N) July 12 

New Zealand’s 700-Mw underground hydro 
station (N) Nov. 1 

Philadelphia Electric’s Muddy Run pumped — 
storage plant components shipped (N) 


Dec. 27 

PS of Colorado Cabin Creek high-altitude 
pumped-storage plant to develop 325 Mw 
at 1,190-ft head. L.M. Robertson & 
others July 26 

PS Co. of Colorado’s Cabin Creek Project 
pumped-hydro peaking displaces steam 
units. Walker & Hugo (charts & table) 
July 26 

Rocky Mountain Co. hydro license hearing 
set (N) Aug. 30 

St. John hydro goes to Congress (Ed) July 26 

Scotland — hydro project shapes up on 
‘Bonnie Loch’ Nov. 15 

Stored hydro water to ease Northeast 
drought? (N) Aug. 2 

Underground hydro station built in Papua- 
New Guinea Sept. 20 

Wanapum Dam spillway gate failure brings 
$692,039 suit (N) Sept. 20 

West Pakistan modernizes power grid. 
A. Rahimtoola (map) Aug. 2 


INDUSTRIAL APPLICATIONS 
Ac third-rail system developed for BARTD 
(N) Dec. 13 
British cut railroad operating cost with 25-kv 
ac. J.H.M. Sykes Nov. 29 
Reading Railroad starts $2 million 


electrification (N) Oct. 18 


INDUSTRIAL RELATIONS 


see Employee Training & Welfare 


INSULATION 
GE kiln triples capacity for EHV porcelain 
insulators (N) July 5 
Glass insulators to be marketed in US (N) 


Nov. 29 *105 


Insulator prices (N) Oct. 25 
Keystone Project 500-kv insulator — 


hardware designs pass test (N) Oct. 4 *139 


Lapp Insulator facility helps solve insulator 
shortage July 26 

Lapp Insulator plant being expanded to 
boost porcelain insulator production (N) 
July 12-40, Nov. 29-30, Dec. 6 

Louisiana P&L combination insulation — 
epoxiglass supplements porcelain. 
E.L. Lancaster (chart & table) Aug. 9 

New insulator design for Pacific intertie (N) 
Dec. 27 

New oils spur quality testing. E.L. Raab 
Aug. 16 

Ohio Brass boosts suspension insulator 
production (N) July 26 

Post-type insulators for 115-kv conversion 
at Black Hills P&L H.Z. Babbitt Dec. 13 

‘Water lances’ cut costs of insulator washing 
at Southern California Edison. McKenzie 
& Horst Nov. 29 

Westinghouse expands to meet porcelain 
insulator demand (N) Dec. 27 


INTERCONNECTIONS 
Britain’s 400-kv system defined as all- 
purpose. J.H.M. Sykes Dec. 20 
New England — three utilities propose 
merger (N) Oct. 25 
No one says ‘no’ to New England merger 
Nov. 1 
New England — what’s behind the merger 
talks? (map) Aug. 16 
New Zealand HVDC link performing well, 
but has some problems (N) Nov. 8 
Northeast blackout see Outages 
Pacific NW-SW intertie 
BPA installs series capacitors Dec. 27 
Federal agencies award contracts (N) 
Aug. 16 
GE-ASEA bid on terminal contract (N) 
July 5 
Ruling due on validity of contract (N) 
Sept. 27 
Validity upheld (N) Nov. 1 
New insulator design (N) Dec. 27 
750-kv intertie rescheduled for April 1969 
(table) Aug. 23 
Second dc line in intertie firms up 
transmission Aug. 23 
Simulator developed for studies Sept. 13 
Pooling see also Power Supply 
What power pool planner must consider. 
E.R. Mathews Oct. 18 


INTERIOR DEPARTMENT 


see Reclamation Bureau 


L 


LABOR 

see also Employee Training & Welfare 

Copper users keep eye on industry’s labor 
negotiations (N) Oct. 4 

14th steam station cost survey — report. 
L.M. Olmsted. Manpower requirements drop 
as stations expand (chart) Oct. 18 

Guantanamo: manpower needed (N) Nov. 29 

Lineman labor costs rise 4.61% in Northwest 
states (N) Sept. 20 

Miners end strike which halted 15% of soft 
coal output (N) Oct. 4 

PS Co. of Oklahoma revolving schedule ups 
on-job crew time. A.J. Meyer July 26 

Seattle City Light participates in Youth Corps 
training (N) Nov. 29 

Social security: its effect on pension plans 
(charts & table) Dec. 6 

Southern California Edison’s work 
simplification trims man-hour needs 6'4 
percent. P.M. McCann July 5 

Union Electric strike — management role is 
issue (N) Nov. 8 
Union Electric strike ends (N) Dec. 6 


(Ed) Editorial. * Illustrated. (N) News. 


LATIN AMERICA 


Brazil: new hydro project (N) Nov. 29 


LEGISLATION 


Baltimore G&E would not oppose reasonable 
law on URD (N) Sept. 20 
Bills curbing FPC readied for next session — 
decisions lag Sept. 6 
Bridge Canyon Dam ‘lobbying’ charged to 
USBR (Ed) Aug. 9 
California’s Woodside line — House acts to 
permit overhead transmission line (N) 
Aug. 9 
California’s Woodside line — AEC faces 
snarl despite win in Congress (N) 
Sept. 6 
Woodside withdraws legal action (N) 
Oct. 4 
Congress moves toward decision on FPC 
July 26 *47 
Co-op exemption bill clears Senate Committee 
(N) July 5 11 
Dickey Project see Hydro Stations 
Duke Power’s Keowee-Toxaway Project see 
Hydro Stations 
FPC restriction bill shelved by Congress 
(N) Oct. 18 
FPC see also Federal Power Commission 
Hydro — Congressional omnibus hydro 
authorization grows (N) Aug. 25 
Illinois — new bills aim at settling service 
area disputes Aug. 2 
Key legislative measures — what happened 
(table) Nov. 1 
Legislation won’t cure the common cold 
either (Ed) Sept. 6 
Nebraska grid supplants power districts (map) 
Aug. 30 
New Yorker introduces underground lines’ 
bill (N) Aug. 23 
Northeast blackout — Congress probe may go 
beyond blackout Dec. 27 *41 
Northeast blackout see also Outages 
Nuclear insurance bill backed by utilities, 
AEC July 5 *19 


St. John hydro goes to Congress (Ed) July 26 7 


LIGHTING, COMMERCIAL; LIGHTING, 


RESIDENTIAL 


see Electric Energy Marketing 


LIGHTING, STREET 


Columbus, Ohio imbedded lights direct 

motorists to underground garage (N) 

Nov. 15 *136 
Dusk-to-dawn light brightens floor of Grand 

Canyon (N) Sept. 13 *20 
EEI turns play on residential street lighting 

into movie Nov. 29 *91 
Joslyn lowers published prices (N) July 26 26 
Lights help brighten Christmas season 

Dec. 20 *17 
Mercury-vapor campaigns: a boon to 

utilities and communities (Ed) Nov. 8 
Roadway & Outdoor Lighting Conference — 

highlights. J.D. Damon Nov. 1 

Six trends spark lighting campaigns Nov. 1 

Utility-contractor cooperation urged Nov. 1 

Utilities push modernization of complete 

street lighting systems Nov. 1 *58 
Manufacturers point to new markets Nov. 1 *60 
URD, rates assure profitable future Nov. 1 *61 


LITIGATION 


Duke Power Co. substation hum spurs 

$120,000 damage suits (N) Nov. 29 
High Court to review gas spin-off case (N) 

Dec. 20 12 
Nantahala P&L drops rate fight (N) July 12 132 
N.J. Mayor Kelly asks Public Service to sue 

parents of juvenile vandals (N) Aug. 2 13 
North Dakota territorial law challenged (N) 

Aug. 30 
Ohio Court gives PUC role over submetering 

(N) July 12-38, July 19 
Ohio group asks federal jurisdiction of 

submetering (N) July 19 
Ohio Valley Electric Corp. awarded 

antitrust damages (N) Sept. 6 
Petersburg, Ind. plant dispute — suit heads 

for high court (N) Aug. 30 
Utilities sue over prices charged for 

aluminum conductor (N) Oct. 11 
Wanapum Dam spillway gate failure brings 

$692,039 suit (N) Sept. 20 


LOAD CHARACTERISTICS 


New analysis of home heating loads could 
aid in system, sales planning. R.F. Cook 
(charts) July 26 *50 





1965 summer peak load for US utilities (N) 

Nov. 22 12 
Operating data key to system protection at 

Texas Electric Service. B.M. Gallaher 

(tables) Sept. 20 101 
Prime-mover governor spots load changes via 

voltage transients Oct. 18 134 
PS of Colorado hit twice by weather — heat 

wave follows flood July 5 *23 
Summer peaks — survey shows summer peaks 

gain 7.5% over last year (tables) Oct. 18 90 
What’s annual load diversity of US? 

(map & table) Sept. 6 44 
Wired-radio system controls peak loads in 

Grand’Mere, Quebec. C.M. Seifert Aug. 9 ....*124 


M 


MAINTENANCE 


Adapt pneumatic grease pumps for hydro 

plant jobs Nov. 1 
Appalachian Power’s Smith Mountain Dam - 

divers to repair trash-racks at 190-ft in 1/10 

normal time. G.C. Wiswell Jr. Oct. 4 *66 
BPA submarine cable repairs cost $565,000 

in last year (N) Nov. 29 77 
Cable hot-spot problems resolved Aug. 9 98 
Central Louisiana Electric puts out 

unwelcome mat for birds. Newton Himel 

Dec. 13 132 
Coal bunker fire-prevention costs cut with 

mechanical digger at West Penn Power 

Oct. 4 "75 
Commonwealth Edison devices help find URD 

cable faults. Medek & Steeve Oct. 4 


Consumers Power three-point plan cuts brush 
control cost. J.N. Stenberg (table) Nov. 15 

Controlled soot blower brings boiler savings. 
W.F. Cantieri Oct. 18 

Electric utility methods — reports. M.G. 
McGraw Aug. 9 *83-148, Oct. 4 *65-129, 
Dec. 13 *89 

Florida P&L solves soot problem Aug. 23 

Glass covers cut bushing flashovers. Owen 
Miller Sept. 20 

Hot stick, barehand maintenance work upped 
to 500 kv Oct. 25 

If it’s not grounded it’s not dead Dec. 13 

Intercom aids communications with bucket. 
S.J. Parker Jr. Nov. 15 

Los Angeles utility crews stand by in 
torn area (N) Aug. 23 

Los Angeles utility crews restore riot-torn 
Watts Aug. 30 

Louisiana service restored after Hurricane 
Betsy Oct. 4 

Louisiana utilities hit by hurricane Sept. 20 

Memphis crews battle tower washout threat 
Aug. 9 


Nose plates extend preheater life. Russell 
Beutler Dec. 13 

100-gpm oil filter truck speeds maintenance 
for Hawaiian Electric. Atkinson Jr. & 
Bunnell July 26 

Oral notes speed line patrol for Texas 
Electric Service Dec. 13 

Plastic-winch lines for hot work. J.T. 
Doiron Dec. 13 

Power car developed for line inspections (N) 
Oct. 18 

PS Co. of Oklahoma revolving schedule ups 
on-job crew time. A.J. Meyer July 26 

R/W clinic views lower cost methods 
(charts) Oct. 18 

Rochester G&E optimizes customer service 
job scheduling. Gavett & Saddock (table) 
July 26 

Shave foam finds leak at Meramec Plant 
July 12 

Spreader tool eases triplex separation. J.M. 
McGuire Dec. 13 

Tap settings easily read from the ground 
Aug. 9 


TVA fork lift aids in greasing insulators 
Oct. 18 
TVA makes high-quali¢y water during plant 
shut down Sept. 6 . 
Translator-detector locates piping leaks 
Aug. 9 *128 
‘Water lances’ cut costs of insulator washing 
at Southern California Edison. McKenzie & 
Horst Nov. 29 *96 
What’s ahead in 1966; review of 1965 — 
report Dec. 27 *49-56 
URD parameters must be firmed Dec. 27 *53 
Wisconsin P&L control center shifted 
without a ‘hitch’. William Harvey Dec. 13.... *91 


Workshop on wheels aids station maintenance 
for Indiana & Michigan Electric. 
Hermansen & Heater July 12 


MANAGEMENT 


A-C adopts new trademark to accent advances 
(N) Aug. 9 
Executive profile — the chief financial 
officer (tables) Oct. 18 
Exec talent: is utility share shrinking? 
Sept. 13 
Here’s image of utility image-maker. R.L. 
Harmon July 19 
Managerial turnover to average 71% over 20 
years (N) Oct. 4 23 
Programs can’t develop managers Sept. 20 *175 
Social security: its effect on pension plans 
(charts & table) Dec. 6 31 
Substation design goes into high gear — Gulf 
States Utilities Co. material management 
program (charts) Nov. 1 87 
TIMIS VTotal Integrated Management 
Information System) helps utility 
information problem Aug. 16 
Union Electric strike — management role is 
issue (N) Nov. 8 
Utilities seek to cut storeroom losses 
Sept. 13 
Value analysis contributes savings (N) 
Sept. 20 
What bothers bosses about junior executives 
Oct. 11 *31 
What’s in ‘streamlining’ a name? Sept. 6 73 
Will incentive plans work for utilities? Oct. 4..*143 


MATERIALS HANDLING 


Air equipment lifts power transformer (N) 
Sept. 6 *66 
British cut railroad operating cost with 25-kv 
ac. J.H.M. Sykes Nov. 29 *84 
Coal handling facility slated for Ohio (N) 
Sept. 20 
Conneaut, Ohio coal storage dock benefits 
utilities Aug. 30 
Duquesne Light Co.’s Warwick automated mine 
helps cut coal cost July 12 
Electrical World’s Second Energy Transporta- 
tion Conference — report. W.D. Brown 
Electric utilities face pressing decisions 
Dec. 13 
Reliable service and optimum savings to 
customers are industry’s aim Dec. 13 
EHV and HVDC vie in future patterns 
Dec. 13 
Long-term contracts save coal costs 
Dec. 13 
EW Energy Transportation Conference set for 
Nov. 21-23, Chicago (N) Sept. 27 
Program takes shape Nov. 8 
Energy transport plans for coal units. J.R. 
Forsythe (map, tables) Nov. 15 
Energy Transportation Conference: a search 
for answers (Ed) Oct. 11 
Georgia Power Co’s Harllee Branch Plant 
faster coal handling cuts fuel cost. S.H. 
Lawrence July 5 
Giant reels used to coil 500kv conductor (N 
Sept. 6 
Hydraulic lift eases appliance handling 
Dec. 13 
Miniature jack speeds work in close places at 
TVA Dec. 27 *65 
Radio control speeds coal handling at 
Kentucky Utilities. R.D. Hatchett Nov. 29 
Reel ends used for insulator storage. Leon 
Brown Aug. 9 
Research for ‘freezeproofing’ lignite (N) 
Dec. 13 78 
Special equipment to carry nuclear fuel (N) 
Oct. 18 *143 
Telescope boom cuts crane set-up time at 
Pacific G&E Dec. 13 *104 
Transformer moves to Joliet station (N) Aug. 9 *76 
Tri-tank design solves EHV transformer 
shipping (N) Nov. 29 105 
Union Electric’s Sioux Plant — outdoor 
ready storage shapes coal handling. J.K 
Bryan & others Nov. 29 *80 
Utilities seek to cut storeroom losses Sept. 13 22 
Wire meter-carriers safer, more economical 


Sept. 20 *150 


METERS & MEASURING 


Automatic metering without error. Campbell & 
Davey Aug. 16 *28 

Converter adapts DDR to existing metering at 
Consumers Power. R.K. Rozell Aug. 9 *103 


Field test for bucket leakage meter. Hays & 
Kruckeberg Dec. 27 *64 


(Ed) Editorial. * Illustrated. (N) News. 


Magnetic recorder monitors line for faults. 
J.F. Rilling (table) July 26 
Magnetic tape records power, energy of 
system, customer. Snyder & Weers Aug. 23 
Ohio court gives PUC role over submetering 
(N) July 12 
Ohio group asks federal jurisdiction of 
submetering (N) July 19 
Ohio Supreme Court tosses submetering 
case to PUC (N) July 19 
Photo meter reading improves accuracy at 
Central P&L. J.C. McPherson Oct. 4 
Should kwhr be included in rent? M.C. 
Neufhoff July 12 
Tap block converts metering to 3-phase 4- 
wire delta. Gordon Olson Sept. 6 
Wire meter-carriers safer, more economic al 
Sept. 20 


MICROWAVE 


see Communications, Controls 


MODELS 


Liquid metal MHD model generates alternating 
electric current Oct. 18 *39 


MOTORS 


Huge brushless motors to drive « ompressors 
for California plant (N) Sept. 6 *64 


MUNICIPAL SYSTEMS 


Seattle City Light takeover urged (N) 
Aug. 16 


N 


NATIONAL POWER SURVEY 


see Federal Power Commission 


NATURAL RESOURCES 
Canadian spokesman tells politicians: don’t 
give US water (N) Oct. 18 
Massive diversion to aid Great Lakes (map) 
Aug. 9 
More on Beautility...Dec. 13 
New York City to run out of water? (N) 
Aug. 23 
Operation Beautility....a dynamic utility 
program (guest editorial by Walker Cisler) 
Aug. 23 
Operation Beautility....a report to the nation 
Aug. 23 *109-128 
Generation means a growing America 
Aug. 23 *110 
Transmission over conducting highways 
Aug. 23 *112 
Substations route bulk supply Aug. 23 *114 
Distribution serves consumers Aug. 23 *121 
Changing face in power facilities. 
Rydbeck & Schaus Aug. 23 *125 
Transmission and distribution....the 
future look. G.L. Wilcox Aug. 23 
Recreation, station planning by-products 
Aug. 23 
Pacific NW-SW ‘water intertie’ discussed 
(N) Dec. 20 21 
Southwestern PS wins water-pumping contract 
for Canadian River Project (N) Oct. 25 *23 
Stored hydro water to ease Northeast drought? 
(N) Aug. 2 11 
There’s a better word for it - BEAUTILITY 
(Ed) July 5 5 
Treasury concerned over Interior’s interest 
rates (N) July 26 23 
Utilities eye Great Lakes’ water levels Aug. 2 *17 
Utilities question wisdom of FPC recreational 
data (N) Sept. 6 88 
Washington state considers ‘beautility’ 
measure (N) Dec. 13 29 
Why don’t we use what we know about water? 


(Ed) Sept. 27 5 


NUCLEAR POWER 


Allis-Chalmers technical assistance contract 

for West Germany nuclear plant (N) July 12 102 
AEC board begins hearings on Arkansas 

reactor (N) July 5 12 
AEC surveys utilities’ nuclear plans (N) 

Sept. 6 19 
Babcock & Wilcox plant set for 1,000-Mw 

nuclear vessels (N) Oct. 18 





Belgian plant processes spent nuclear fuel. 
J.H.M. Sykes Nov. 15 

Carolina P&L asks bids on 650-Mw nuclear 
plant (N) Sept. 6 

Commonwealth Edison’s Dresden 2 ok’d (N) 
Dec. 6 

Consolidated Edison seeks information on 
800-Mw nuclear unit (N) Aug. 16 

Con Edison to build 873-Mw nuclear unit (N) 
Nov. 29 

EBR-2 has its own ‘built-in’ fuel cycle 
facility Sept. 20 

Enrico Fermi Nuclear Plant — on-line digital 
computer generates performance data. 
Selmeczy & Camplani (chart) Aug. 9 


Florida P&L plans 760-Mw nuclear unit (N) 
Nov. 22 

GE to build nuclear reactor for Japan (N) 
Oct. 11 

Germany and France differ on joint nuclear 
plant (N) Aug. 2 

Great Britain’s Dungeness B station — gas 
reactor decision explained (table) Sept. 6 

Huge North American scheme promoted by 
Utah senator (N) Sept. 27 

Industry spending on nuclear units tops 


federal (N) Nov. 29 

Japanese computer controls reactor Dec. 6 

LILCO to purchase nuclear power from New 
York (N) July 26 

Malibu plant — geologists lock horns Aug. 9 

New reactors shape power systems through 
year 2000. J.H. Wright (charts & table) 
July 12 

New Zealand and Australia look forward to 
nuclear power (N) Nov. 1 

Nuclear insurance bill backed by utilities, 
AEC July 5 

Pacific dual-purpose plant promises 1,500 Mw, 
150-million gpd of water in 1970's. 
Holtom & Galstaun Oct. 11 

PS of Colorado HTGR contract to General 
Atomic (N) Nov. 8 

Rochester G&E proposes 450-Mw nuclear 
plant (N) Nov. 8 

SEE meeting told nuclear fuel cost could be 
zero Nov. 29 

SEFOR kickoff has double goal Dec. 6 

Spain and Switzerland buy US nuclear plants 
(N) Aug. 2 ; 

Sweden’s private nuclear plant — $62-million 
contract let (N) Sept. 27 

TVA considers building 1,000-Mw nuclear 
unit (N) Dec. 27 

Water reactor to improve nuclear plant 
efficiency (N) Nov. 29 

Waterford, Conn. nuclear plant planned (N) 
Oct. 4 

What’s ahead in 1966; review of 1965 — 
report Dec. 27 
Power needs heavy and varied Dec. 27 


oO 


OUTAGES 

Britain’s brownouts — storm brews 
J.H.M. Sykes Dec. 13 

Dispatchers preview storm tripouts at Tampa 
Electric. Monk Wilcox July 26 

Efforts, studies aim to avert or lessen 
outages (N) Dec. 27 

El Paso Electric outage (N) Dec. 13 

Florida P&L tests and studies point way to 
reduce lighting outages. J.A. Lasseter 
(charts & table) Oct. 18 

Gulf States Utilities outage (N) Dec. 13 

Los Angeles utility crews stand by in riot- 
torn area (N) Aug. 23 

Los Angeles utility crews restore riot-torn 
Watts Aug. 30 


Northeast blackout 

Federal agencies probe massive northeast 
blackout (N) Nov. 15 

Report on Northeastern outage — special 
news summary (map) Nov. 15 

We can learn vital lessons in adversity 
(Ed) Nov. 22 

Swift action follows on Northeast 
blackout (N) Nov. 22 

Outage traced to Ontario hydro relay 
(map) Nov. 22 

Did blackout tarnish utility image? Nov. 22 

The industry owes itself this much (Ed) 
Nov. 29 

Power failure will trigger legislation 
demands (N) Nov. 29 

Ontario Hydro backup relay-tripping still a 
mystery Nov. 29 

Blackout aftermath: hearings, studies, 
threat of court suit Nov. 29 


Neither a hangman’s jury nor a search for 
a scapegoat! (Ed) Dec. 6 
Special House probe into blackout (N) 
Dec. 6 
FPC prescribes blackout remedies (charts 
& table) Dec. 13 
Swidler offers six points at blackout 
hearing (N) Dec. 20 
The National Power Survey and the 
blackout report (Ed) Dec. 27 
Congress probe may go beyond blackout 
Dec. 27 
PS of Colorado hit twice by weather — heat 
wave follows flood July 5 
PS of Indiana — explosion in hydrogen cooling 
system rips unit (N) Nov. 1 
Sweden outages in wide areas (N) Dec. 20 
Texas — El Paso outage — report to be made 
by FPC Dec. 20 
Texas — line tripping triggers ten-county 
outage Dec. 20 


P 


POLES 

Epoxiglass arms tested at 115kv (table) 
Sept. 6 

Georgia Power proves steel cheaper for 110 
kv. W.C. Currence (table) Nov. 29 

Idaho Power 230-kv line built with all- 
laminated wood structures. J.F. Servis 
Oct. 4 

Laminated and round poles come in colors 
Aug. 23 

Mokan chooses wood poles for 345-kv line 
(tables) July 12 

69-kv poles get new shapes, colors. William 
McConnachie Dec. 20 

Structures simplified on 24/40-kv lines to 
beautify subtransmission. J.W. Kane 
Sept. 27 

Twenty-ton steel pole will serve as corner of 
seven-mile line for Vepco (N) Dec. 20 


POWER FOLICY 


Duke Power’s Keowee-Toxaway Project 
Free enterprise versus Federalism: that’s 
the issue! (Ed) Aug. 2 
Under pressure Udall re-weighs stand on 
Duke Power projects (map) Aug. 2 
Udall pulls out (N) Aug. 2 
Udall backs off Aug. 9 
Northeast blackout — Congress probe may go 
beyond blackout Dec. 27 
Northeast blackout see also Outages 
Power fades as political issue, McClung 
tells RMEL meeting Nov. 1 
President Johnson announces new attack on 
pollution (N) Nov. 15 
Russia — reforms to affect USSR power policy 
Dec. 6 
USBR plugs role in ‘power for the nation 
film (Ed) Sept. 13 


POWER SUPPLY 


Britain’s 400-kv system defined as all-purpose. 


J.H.M. Sykes Dec. 20 
Duke Power’s Plant Marshall — automatic 
features set plant’s power supply design 
G.M. Bostian (table) Oct. 4 
Electrical World’s Second Energy 
Transportation Conference — report. 
W.D. Brown 
Electric utilities face pressing decisions 
Dec. 13 
Reliable service and optimum savings to 
customers are industry’s aim Dec. 13 
EHV and HVDC vie in future patterns 
Dec. 13 
Long-term contracts save coal costs 
Dec. 13 
Interconnections see Interconnections 
Isolated generation — why worry about it - 
buy it Nov. 15 
Mobile gas turbine to supply emergency 
power (N) Aug. 2 
Mobile transformer ups service continuity for 
Memphis Light, Gas & Water Div. Sept. 6 
New England — three utilities propose merger 
(N) Oct. 25 
No one says ‘no’ to New England merger 
Nov . 1 
New England — what’s behind the merger 
talks? (map) Aug. 16 
New Zealand inaugurates interisland HVDC 
July 19 
Ohio utilities, CEI and Ohio Edison, study 


affiliation (map) Sept. 27 


(Ed) Editorial. * Illustrated. (N) News 


5 
11 
53 


11 


/ 


*41 


*23 


19 
11 


21 


18 


Public Service E&G’s Sewaren station — 
power turbine modules to 121Mw. 
R.J. Palmer Nov. 29 
Solid-state governor for gas-turbine 

modules Nov. 29 

Romania’s power growth studied by US 
utility execs (map, charts, tables) Aug. 9 

Swedish city runs backward — just a passing 
phase (N) Dec. 27 

Taiwan power expansion plan envisions 
2,800-Mw system by 1972. P.K. Chien 
(charts & table) July 12 

Vermont governor bids for Canadian power 
(N) Sept. 27 

Virgin Islands der alting-power plant Nov. 1 

Virgin Islands: power doubling (N) Nov. 29 

West Pakistan modernizes power grid. 
A. Rahimtoola (map) Aug. 2 

What’s ahead in 1966; review of 1965 — 


report Dec. 27 *49-56 


Flexibility will improve reliability Dec. 27 


What power pool planner must consider. 
E.R. Mathews Oct. 18 

Yankee-Dixie Power Project — backers ask 
support Nov. 29 


PUBLIC RELATIONS 


Boston Edison’s consulting architect designs 
transmission structures. W.F. Roche 
Sept. 20 

Florida Power Corp. — engineering, 
operations work closely with sales. 


R.E. Raymond Aug. 9 


Florida Power gives state park land (N) 
July 19 

Florida P&L’s Coral Gables’ substation 
harmonizes with area. R.T. Culberson 
Oct. 25 

Here’s image of utility image-maker. 
R.L.Harmon July 19 

How people appraise utilities now — ECAP 
study (charts & tables) Aug. 30 

Litany of aspiration for the season — guest 
editorial by Rev. Harry Emerson Fosdick 
Dec 

Low profile streamlines substation for 
Alabama Power. E.W. Childs July 12 

More on Beautility...Dec. 13 

New Orleans PS issues litter bags Oct. 4 

Northeast blackout see Outages 

Operation Beautility....a dynamic utility 
program (guest editorial by Walker Cisler) 
Aug. 23 

Operation Beautility....a report to the nation 


*51 


*101 


*71 


/ 


Aug. 23 *109-128 


Generation means a growing America 
Aug. 23 

Transmission over conducting highways 
Aug. 23 

Substations route bulk supply Aug. 23 

Distribution serves consumers Aug. 23 

Changing face in power facilities. 
Rydbeck & Schaus Aug. 23 


Transmission and distribution....the future 
look. G.L. Wilcox Aug. 23 
Recreation, station planning by-products 
Aug. 23 

Public Service E&G advertising series - 
dependability — simple message, simply 
told Oct. 4 

Puget Sound P&L bucket rides electrify fair 
circuit (N) Oct. 18 

Structures simplified on 24/40-kv lines to 
beautify subtransmission. J.W. Kane 
Sept. 27 

There’s a better word for it - BEAUTILITY 
(Ed) July 5 

Underground transmission — how much R&D 
for buried transmission? Sept. 27 

USBR plugs role in ‘power for the nation’ 
film (Ed) Sept. 13 

Utilities are doffing ‘old hat’ image (tables) 
July 19 

Washington state considers ‘beautility’ 
measure (N) Dec. 13 

What’s in ‘streamlining’ a name? Sept. 6 


PURCHASING 

Aluminum industry and Government agree on 
sales from stockpile (N) Nov. 22 

Aluminum price boost faces government 
surplus sale (N) Nov. 8 

Coal prices edging upward? (N) Nov. 22 

Copper — government to sell 200,000 tons of 
copper from stockpile (N) Nov. 22 

Copper prices (N) Nov. 29-30, Dec. 6 

Copper prices and production (N) Nov. 1 

Copper product supply to improve in next 60 
days (N) Aug. 9 

FPC asks questions on purchasing Sept. 20 

FPC plans year-long staff review of utility 
procurement (N) Dec. 27 


*110 
"112 
*114 
*121 


*125 





Increased backlogs and lead times hike 
buyers’ costs (N) Nov. 8 


Lead times lengthen as backlogs rise Nov. 29 


Punched cards speed turbine renewal parts 
at GE July 26 

Purchasing education gets added emphasis 
in colleges (N) Sept. 13 

Turnkey contracts — some pros and cons 
Dec. 20 

What’s ahead in 1966; review of 1965 
report Dec. 27 
Longer lead times confront buyers 

Dec. 27 


RADIO 


see Communications 


RECLAMATION BUREAU 

Bridge Canyon Dam ‘lobbying’ charged to 
USBR (Ed) Aug. 9 

Interior to ask competitive bidding on 
geothermal (N) Sept. 27 

Pacific NW-SW ‘water intertie’ discussed (N) 
Dec. 20 

Pacific Northwest-Pacific Southwest 
Intertie see Interconnections 

Research for ‘freezeproofing’ lignite (N) 
Dec. 13 

Treasury concerned over Interior’s interest 
rates (N) July 26 

USBR plugs role in ‘power for the nation’ 
film (Ed) Sept. 13 


REGULATION & RATES 
AEC regulation — p 


Bills curbing FPC readied for next session 
decisions lag Sept. 6 

California — Underground is on trial in 
California (Ed) Oct. 18 

Dual regulation splits NARUC meeting 
Oct. 18 

Duke Power’s Keowee-Toxaway Project 
Free enterprise versus Federalism: that’s 
the issue (Ed) Aug. 2 
Under pressure Udall re-weighs stand on 

Duke Power projects (map) Aug. 2 

Udall pulls out (N) Aug. 2 

FPC Commissioners’ disagreement 
significant? (N) Sept. 20 

FPC’s O’Connor sees bright future, more 
regulation Nov. 8 

FPC restriction bill shelved by Congress 
(N) Oct. 18 

FHA seeking to clarify URD regulation 
Oct. 25 

FPC takes aim on all unlicensed hydro 
projects (N) July 26 

FPC to study competitive bidding on power 
projects (N) Aug. 9 

GE combines two laboratories in R&D Center 
(N) Aug. 9 

Hydro licenses to expire on 55 projects by 
1972 (table) Oct. 4 

Let us take another look at Section 30 (Ed) 
Oct. 4 

Nantahala P&L drops rate fight (N) July 12 

Nebraska grid supplants power districts 
(map) Aug. 30 

Regulation methods outdated, says Michigan 
professor (N) Sept. 6 

Roadway & Outdoor Lighting Conference 
URD, rates assure profitable future Nov. 

Safety recommendation on random cable 
installation — A step backward for URD 
(Ed) Nov. 8 

Should kwhr be included in rent? M.C 
Neuhoff July 12 

Special panel points way to AEC concord 
(Ed) Aug. 16 

Swidler urges stricter regulation (N) Oct. 11 

URD service charges: in Oregon, a question; 
in Washington, OK (N) Nov. 29 

Utilities announce rate cuts of $5.5 
million (N) Dec. 13 

What’s ahead in 1966; review of 1965 
report Dec. 27 
Moves to widen FPC regulation Dec 


REGULATORS 


see Voltage Regulation 


RELAYS 


Computer selects carrier frequency at Detroit 
Edison. J.N. Towle (charts) Sept. 20 


21 urges changes Aug. 9 


Northeast blackout — Ontario Hydro backup 
relay tripping still a mystery Nov. 29 

Operating data key to system protection at 
Texas Electric Service. B.M. Gallaher 
(tables) Sept. 20 


RESEARCH 


Coal used to tre 


(chart) Oct 

Combustion Eng 
forming, ftabricati 

Combustion Engineering plans new 
metallurgical lab (N) Oct 

EPRDC proposed for Grant County, 
put $8-million into test facilitie 
tables) Aug 

GE facility to be metals, processes 
Nov. 1 

Heat storage heat pump job point 
lower costs for Massachusetts E! 
J.M. Turnbull (table) Dec. 1 

How much R&D for buried transmissi 
Sept. 27 

Liquid metal MHD model g rate 


alternating el 


ectric current Ox 

Manufacturers share high-power te 
(N) Sept. 6 

Metallurgical research laborat 
Arizona (N) Nov. 15 

MHD model using liquid metal 
power (N) Oct. 11 

Research for ‘freezeproofing’ 
Dec 13 

Smooth-body conductor doesn’t gall 
J.H.M. Sykes Oct. 4 

Sylvania opens lighting and radiant 
center (N) Dec. 13 

Thermal silica produced in ele 
sept. 6 

Zinc-air battery R&D shows pr 
Hines & others (table) Aug 

Zinc-air prototype battery due r 
Dex 20 


RIGHT-OF-WAY 


Consumers Power three-point plan cu 
brush control cost. J.N. Stenber 
Nov. 15 

R/W clinic views lower cost method 
Oct. 18 

Whirling drum speeds R/W clearing for 
Consumers Power July 12 


RURAL ELECTRIFICATION 
ADMINISTRATION 
NRECA financing see Financial Affairs 


RUSSIA 


see Europe (Continental) 


SAFETY 
Accidents bring unwel 
Mississippi Power 
D.F. Milsted Oct 
Barricade protects lir 
Nov. 1 
Guards add safety to 
Dec 7 
Hot stick, barehand mair 
to 500 kv Oct. 25 
ot grounded it’s not dead Dec. 13 
nt safety see Nuclear Power 
lahoma G&E ‘Circle of Safety’ progran 
n Woods Nov. 15 
-winch lines for hot work. J 
13 
Pole guard ups safety factor 
work Sept. 6 
ndom cable installations 
for URD (Ed) Nov. 8 
Shield operator changing oil burners Aug 
Simpler, smaller devices designed 
against surges (N) Nov. 22 
Tow sled carries safety flags 


Jr 


SALES & PROMOTION 
ee also Electric Energy Marketing 


All-g ws Office 


Bla 6 July 2 
al Electric see Electric Energy 
Marketing 
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STANDARDIZATION 
Should EHV designs be sta 
tage Ed) Nov. 1 


STATISTICS 
The Americar 


STEAM STATIONS 
AEP charts $370-million 


Ser 


N) July 19 

as P&L’s North Lake Pl 

w unit explores concept 
tables) Nov. 8 
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hydro (N) Dec. 27 
e E&G’s Hudson Ge 
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STORMS 


Britain’s Ferrybridge ‘‘C’’ concrete cooling 
towers damaged, collapsed, in fierce gale 

(N) Nov. 8 
Britain’s Ferrybridge ‘‘C’’ towers tumble 

grave trouble for CEGB? (N) Nov. 29 
Dispatchers preview storm tripouts at Tampa 

lectric. Monk Wilcox July 26 
Hurricane Betsy rips Nassau, Florida (N) 

Sept. 13 
Hurricane sweeps Louisiana utilities Sept. 20 *91 
Louisiana service restored after Hurricane 

Betsy Oct. 4 *49 
Should line flashover calculations be revised? 

T.J. Allen (chart & table) Nov. 15 90 
Sweden — outages in wide areas (N) Dec. 20 11 
Tornado twists Ohio Edison 345-kv towers 

(N) Nov. 29 *72 


SUBSTATIONS 


Duke Power’s Plant Marshall 23-kv switching 
station designed for ultimate 2,000-Mw 
plant, many lines. C.J. Wylie (tables) 
Sept. 6 
Duke Power substation hum spurs $120,000 
damage suits (N) Nov. 29 
Florida P&L’s Coral Gables’ substation 
harmonizes with area. R.T. Culberson 
Oct. 25 
I-T-E raises outdoor substation prices 
approximately 5% (N) July 12 40 
Low profile streamlines substation for 
Alabama Power. E.W. Childs July 12 *80 
Operation Beautility....a report to the nation 
Substations route bulk supply Aug. 23 *114 
Philadelphia Electric builds bulk substation 
underground. P.K. Pavlides Aug. 9 *62 
Substation design goes into high gear Gulf 
States Utilities material management 
program (charts) Nov. 1 87 
Switch-fuse unit lowers station height for 
Consumers Power. P.A. McCleer Dec. 13 *94 


SWITCHES & SWITCHING 
Connection box cuts testing time at TVA 
. 1S 
Electronic ground-fault detection system (N) 
July 12 
GE to expand Iowa switchgear plant (N 
Oct. 11 
Pantograph disconnect switch developed for 
EHV applications (N) July 5 
Strain bus saves for 345-kv switching at 
Texas Electric Service. J.W. Cheever 
(table) Nov. 8 


SYSTEMS ENGINEERING 


AEP’s hybrid system upgrades dispatching, 
speed information processing. McDaniel 
& Zimmerman (map) Aug. 9 
Computer sharpens dynamic stability 
analysis. D.W. Olive (charts) Sept. 20 
Dallas P&L’s North Lake Plant new 350- 
Mw unit explores conceptual ‘firsts’ 
R.]. Gary (tables) Nov. 8 
patchers preview storm tripo 
Electric. Monk Wilcox July 2¢ 
Electrical World’s Second Energy 
Transportation Conference — report 
W.D. Brown 
Electric utilities face pressing decisions 
Dec. 13 
Reliable ser\ > and optimur Saving 
customers are industry’s aim Dec 
EHV and HVDC vie in future 
Dec. 13 
Long-term contracts sa\ 


Dec. 13 


mville, Fla. gets three computer 
rol systems (N) Sept. 6 65 
Kansas City P&L sorts trouble call 
by zip code. Joseph Evans Oct *128 


Magnetic tape records power, energy of 

system, customer. Snyder & Weers Aug. 23 *106 
On-line digital computer generates Enrico 

Fermi performance data. Selmeczy & 

Camplani (chart) Aug. 9 
Rochester G&E optimizes customer 

job scheduling. Gavett & Saddock 


July 26 


Simulator developed for studies on Northwest- 
Southwest HVDC intertie Sept. 13 *24 
What's ahead in 1966; review of 1965 


report Dec. 2 *49.56 


Flexibility will improve reliability Dec. 27 *51 
onsin P&I. control center shifted without 
hitch’. William Harvey Dec. 13 *9] 


T 


TAXES 


Chocon-Cerros Colorados hydro project gets 

financial help from 3% oil tax (N) Nov. 15 42 
14th steam station cost survey — report 

L.M. Olmsted 

Taxes key to energy cost variations 

(charts & table) Oct. 18 111 

If FPC compels flow-through....what will be 

the impact? (tables) July 12 111 
Will incentive plans work for utilities? Oct. 4 *143 


TELEVISION 


Illinois Power eyes community TV antenna 
business (N) Oct. 18 


TENNESSEE VALLEY AUTHORITY 


Adapt pneumatic grease pumps for hydro 

plant jobs Nov. 1 *72 
Awards transformer contract to Legnano (N) 

Aug. 2 14 
Awards transformer order (N) Aug. 30 14 
Britain’s Board of Trade urges industry seek 

TVA orders (N) July 19 14 
Buys coal for new 1,130-Mw unit at Paradise 

plant (N) July 5 14 
Color-code slings to indicate length Oct. 4 *78 
Connection box cuts testing time Nov. 15 *139 
Considers building 1,000-Mw nuclear unit (N) 

Dec. 27 21 
Fork lift aids in greasing insulators Oct. 18 ..*128 
High-quality water made during plant shut 

down Sept. 6 
Intercom aids communications with bucket. 

S.J. Parker Jr. Nov. 15 
Louisiana’s Sen. Ellender badgers TVA (N) 

July 26 
Miniature jack speeds work in close places 

Dec. 27 
Plans over 500-mi of 500-kv transmission (N) 

Nov. 22 
Swivel boom aids welding Aug. 23 
Translator-detector locates piping leaks 

Aug. 9 


TESTING & TESTS 


Automatic metering without error. 
Campbell & Davey Aug. 16 

Commercial dryer tests increase efficiency 
(table) Oct. 4 

Connection box cuts testing time Nov. 15 

Dynamic damper for galloping conductors 
being field tested. A.S. Richardson Jr. 
table) Sept. 20 

EPRDC proposed for Grant County, Wash. to 
put $8-million into test facilities (map & 
tables) Aug. 30 

Field .est for bucket leakage meter. Hays & 
Kruckeberg Dec. 27 

Florida P&L tests and studies point way to 
reduce lightning outages. J.A. Lasseter 
(charts & table) Oct. 18 

Indoor high-voltage dielectric facility 
completed (N) Aug. 9 

Interstate Power simple setup checks street- 
light photoelectric control. Gordon Olson 
Sept. 20 

Kansas G&E center tests distribution 
equipment. Henry Disante Aug. 23 

Manufacturers share high-power test labs (N) 
Sept. 6 

NEMA-sponsored program launches open-door 
test laboratory policy Oct. 4 

New oils spur quality testing. E.L. Raab 
Aug. 16 

Ohio Brass outdoor generator aids EHV tests 
Wittibschlager & Connell Dec. 27 

Quebec Hydro 735-kv line energized for test 
(N) Oct. 25 

Quebec Hydro’s 735-kv reactors given 
extensive testing. A. Goldstein (chart) 
Oct. 4 

STRESS program used for tower analysis (N) 
Nov. 22 

Test spots high-resistance joints in dc 
equipment Sept. 6 

Tower test facility in operation near 
Richmond, Va. Sept. 13 

Westinghouse high-power lab tests low-voltage 
equipment (N) Aug. 16 *36 


TRANSFORMERS 


Arrester now mounted within transformer (N) 
Aug. 23 

Commonwealth Edison’s Joliet station gets 
huge power transformer (N) Aug. 9 


Ed) Editorial. * Illustrated. (N) News 


GE expanding two plants to step up 

transformer production (N) Dec. 13 84 
Hydro-Quebec line gets 735-kv transformer 

(N) Oct. 4 *140 
Mobile transformer ups service continuity 

for Memphis Light, Gas & Water Div. 

Sept. 6 *63 
Orders set all-time record in second quarter 

(N) Aug. 23 38 
Pole guard ups safety factor in padmount 

work Sept. 6 
Prices (N) July 5-14, July 19-14, Aug. 30 
Six 500-kv main step-up transformers 

delivered to Hanford (N) Sept. 20 
Tap settings easily read from the ground 

Aug. 9 
Three 500-kv arresters receive their final 

design certification (N) Oct. 18 
Tri-tank design solves EHV transformer 

shipping (N) Nov. 29 


TRANSMISSION 


Alabama Power selects guyed ‘Y’ steel 
structures for 230kv. S.Y. Caldwell 
(tables) Aug. 23 *102 
Bethlehem Steel gets two EHV tower orders 
(N) Aug. 23 150 
Black Hills P&L post-type insulators for 115- 
kv conversion. H.Z. Babbitt Dec. 13 *94 
Boston Edison’s consulting architect designs 
transmission structures. W.F. Roche 
Sept. 20 *96 
Britain extending water cooling to 400-kv 
underground circuits. C.C. Barnes & others 
(chart & tables) Oct. 4 56 
Britain’s 400-kv sysyem defined as all- 
purpose. J.H.M. Sykes Dec. 20 *24 
California’s Woodside line — House acts to 
permit overhead transmission line (N) 
Aug. 9 32 
California — despite win in Congress AEC 
faces snarl on Woodside line (N) 
Sept. 6 41 
Woodside withdraws legal action (N) 
Oct. 4 23 
Canada — first 735-kv link to bring 
Manicouagan hydro power to Montreal (N) 
Dec. 20 : *18 
Con Edison extending 345-kv system to 
connect proposed Goethals Station to 
Farragut Station (map) Sept. 20 95 
Dynamic damper for galloping conductors 
being field tested. A.S. Richardson Jr. 
(table) Sept. 20 *154 
EPRDC proposed for Grant County, Wash. to 
put $8-million into test facilities (map & 
tables) Aug. 30 28 
EW Energy Transportation Conference set for 
Nov. 21-23, Chicago (N) Sept. 27 23 
Program takes shape Nov. 8 *18 
Electrical World’s Second Energy 
Transportation Conference — report. 
W.D. Brown 
Electric utilities face pressing decisions 
Dec. 13 *63 
Reliable service and optimum savings to 
customers are industry’s aim Dec. 13 *64 
EHV and HVDC vie in future patterns 
Dec. 13 “471 
Long-term contracts save on coal costs 
Dec. 13 174 
Epoxiglass arms tested at 115-kv (table) 
Sept. 6 
EHV: Today’s designs, tomorrow’s plans — 
report. Olmsted & Stegeman (charts & 
tables) Nov. 15 *95-118 
EHV plans have tripled in two years. 
A.J. Stegeman Nov. 15 96 
Design survey reveals patterns of EHV 
expansion. L.M. Olmsted Nov. 15 99 
Supporting structures take many forms. 
L.M. Olmsted Nov. 15 104 
Characteristics of typical EHV 
transmission lines in the US and 
Canada Nov. 15 108-118 
EHV Transmission meeting reports tests 
on designs for 345, 500, 735kv Nov. 1 *50 
500-kv arresters get design certification (N) 
Sept. 20 *156 
Georgia Power proves steel cheaper for 110 
kv. W.C. Currence (table) Nov. 29 *86 
Great Britain’s Ferrybridge ‘‘C’’ towers 
tumble — grave trouble for CEGB? (N) 
Nav. 8-12, Nov. 29 
How much R&D for buried transmission? 
Sept. 27 
Hydro-Quebec lightweight cable eases 735-kv 
crossing Aug. 9 
Line energized (N) Oct. 25 
Idaho Power orders laminated wood towers to 
carry 230-kv line (N) Oct. 25 





Idaho Power 230-kv line built with all- 
laminated wood structures. J.F. Servis 
Oct. 4 
lowa Electric L&P 115-kv structures fitted to 
tight route. G.A. Cook (tables) Oct. 18 
Italian de plan stymied by French (N) Aug. 30 
Kansas City P&L six-pole deadend 
structures for river crossing. F.W. Shaw 
Oct. 4 
Keystone Project 500-kv insulator-hardware 
designs pass test (N) Oct. 4 
Keystone Project ground wire order contract 
(N) Oct. 18 
Los Angeles delegation studies European 
HVDC (N) Aug. 9 
Louisiana P&L combination insulation — 
epoxiglass supplements porcelain. E.L. 
Lancaster (chart & table) Aug. 9 
Louisiana P&L marshland transmission on all 
guyed-Y towers. Trenbath & Lancaster 
Sept. 20 
Louisiana service restored after Hurricane 
Betsy Oct. 4 
Magnetic recorder monitors line for faults. 
J.F. Rilling (table) July 26 
Memphis crews battle tower washout threat 
Aug. 9 
Mokan chooses wood poles for 345-kv line 
(tables) July 12 
Montana Power Co. Rocky Mountain grid link 
near finish (N) Sept. 27 
Nebraska grid supplants power districts 
(map) Aug. 30 
New Mexico 115-kv line has mile-long span 
(N) Sept. 6 
New Yorker introduces underground lines’ 
bill (N) Aug. 23 
New Zealand HVDC link performing well, but 
has some problems (N) Nov. 8 
New Zealand inaugurates interisland HVDC 
July 19 
New Zealand tries helicopter line construction 
Aug. 9 7 
Northeast blackout see OUTAGES 
Operation Beautility....a report to the nation 
— Transmission over conducting highways 
Aug. 23 * 
Pacific NW-SW intertie 
BPA installs series capacitors Dec. 27 
Federal agencies award contracts (N) 
Aug. 16 
GE-ASEA bid on terminal contract (N) 
July 5 
Ruling due on validity of contract (N) 
Sept. 27 
Validity upheld (N) Nov. 1 
New insulator design for Pacific intertie 
(N) Dec. 27 
750-kv de intertie rescheduled for April 
1969 (table) Aug. 23 *98 
Second dc line in intertie firms up 
transmission Aug. 23 101 
Simulator developed for studies Sept. 13 *24 
Sealed, single-anode mercury-arc valve 
developed for dc lines (N) July 12 
Should EHV designs be standardized at this 
stage? (Ed) Nov. 15 
Should line flashover calculations be revised? 
T.J. Allen (chart & table) Nov. 15 90 
Simpler, smaller devices designed to protect 
against surges (N) Nov. 22 36 


*100 


16th annual electrical industry forecast 1966- 
1980. A.J. Stegeman (charts & tables) 
Sept. 20 

69-kv poles for LILCO get new shapes, 
colors. William McConnachie Dec. 20 

Smooth-body conductor doesn’t gallop. 
J.H.M. Sykes Oct. 4 

STRESS program used for tower analysis (N) 
Nov. 22 

Structures simplified on 24/40-kv lines to 
beautify subtransmission. J.W. Kane 
Sept. 27 

Tampa Electric’s 138-kv line operates at 
230 kv Nov. 29 

TVA plans over 500-mi of 500-kv 
transmission (N) Nov. 22 

Texas P&L fights municipal interfere 
Sept. 20 

Tower test facility in operation near 
Richmond, Va. Sept. 13 

Transmission, generation spending to 
29% in 1966 (N) Dec. 27 

Twenty-ton steel pole will serve as corner 
seven-mile line for Vepco (N) Dec. 20 

Use of EHV shunt reactors to control 
overvoltages calls for more know-how 
E.T. Norton Sept. 6 

VEPCO pushes trial installation of 115-kv 
direct-burial cable. Knox & Smith Aug. 9 

West Pakistan modernizes power grid. 

A. Rahimtoola (map) Aug. 2 

Yankee-Dixie Power Project 
support Nov. 29 
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TRUCKS & TRAILERS 


see Vehicles 


TURBINES 


Detroit Edison orders 11 oil-fired gas 
turbines (N) July 5 

Japanese pump-turbines shipped to 
California power station (N) July 19 

Mobile gas turbine to supply emergency 
power (N) Aug. 2 

Ohio plant orders radial flow turbine unit (N) 
Aug. 30 

Oklahoma G&E 56-Mw gas turbine plant in 
operation (N) July 12 

Power turbine modules to 121 — Public 
Service E&G’s Sewaren station. R.J. 
Palmer Nov. 29 
Solid-state governor for gas-turbine 

modules Nov. 29 

Punched cards speed turbine renewal parts 

at GE July 26 
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VEHICLES 


Backhoe digs round holes. M.J 
July 12 


VOLTAGE REGULA 


*r balance eases tr 

Crooks Dec. 13 

Electric truck promotion 
other utilities (N 
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COMPANY INDEX 


Adams-Marquette Electric Cooperative — Plow-in 
cable and plastic conduit Aug. 9 
Alabama Power Co — Guyed ‘Y’ steel structures 
selected for 230kv. S.Y. Caldwell (tables) 
Aug. 23 
Low profile streamlines substation. E.W 
Childs July 12 *80 
Allegheny-Ludlum Steel Co — Electronic ground- 
fault detection system (N) July 12 103 
Allegheny Power Systems Inc — Reports on 
designs for 500-kv lines Nov. 1 *50 
Allis-Chalmers Mfg Co — Delays closing 
acquistion of Simplicity Mfg Co (N) Sept. 6 22 
Design study begins on desalinization pumps 
(N) July 12 
New trademark adopted to accent advances 
(N) Aug. 9 
Pantograph disconnect switch developed for 
EHV applications (N) July 5 
techalegl eusieiant for West Germany 
nuclear plant (N) July 12 
Two giant centrifugal pumps for Allen S. 
King station (N) Dec. 27 


*111 


*102 


Use of EHV shunt reactors to control 
overvoltages calls for more know-how 
E.T. Norton Sept. 6 

Allmanna Svenska Elektriska Aktiebolaget 

(ASEA) — Detroit Fdison buys 121-Mw 

turbine-generator (N) Aug. 23 

GE-ASEA bid on terminal contract for 
Pacific NW/SW intertie (N) July 5 
Ruling due on validity of contract (N) 

Sept. 27 
Validity upheld (N) Nov. 1 

New Zealand inaugurates interisland HVDC 
July 19 *20 

Quebec-Hydro line gets 735-kv transformer 
(N) Oct. 4 *140 


Sealed, single-anode mercury-arc valve 
developed for dc lines (N) July 12 *100 


Sweden’s private nuclear plant — $62-million 
contract let (N) Sept. 27 *36 


Alpena Power Co — R/W clinic 
methods (charts) Oct. 18 
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views lower cost 
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(Ed) Editorial. * Illustrated. (N) News 
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Army Corps of Engineers — 500-kv bushing 
device gives signal for synchronizing hydro 
units. J.N. Kuvallis Nov. 1 

Atlantic City Electric Co — Fuel merchants try 
to reverse N.J. ruling (N) July 19 


Comm 


Babcock & Wilcox Co — Facility to 
giant pressure vessels (N) July 
Largest boiler for Tokyo Electric be 
shipped (N) Dec. 13 

More efficiency claimed for new water 
reactor (N) Nov. 29 

Plant set for 1,000-Mw nuclear vess 
Oct. 18 
Baldwin-Lime-Hamilton Corp 
shipped for pumped storage (N) Dec. 27 
Baltimore Gas & Electric Co — Company will 
cooperate on proposals to place new house 
wiring underground (N) Aug. 30 
Dynamic damper for galloping conductors 
being field tested. A.S. Ricl 
Sept. 20 

Would not oppose reasonable law on URD 
(N) Sept. 20 

Bechtel Corp — Confirm feasibility of 
desalting plant (N) Nov. 29 
Dual-purpose plant promises 1,500Mw, 150- 

million gpd of water in 1970’s. Holtom & 

Galstaun Oct. 11 
phone Laboratories, Inc 


Cc ym pone nts 


iardson Jr 


island 


Bell T Leases 
thre omputer systems (N) Aug. 23 
Bessemer & Lake Erie Railroad Co — ( 
Ohio coal storage dock benefits utilities 
Aug. 30 
Bethlehem Steel Corp 
(N) Aug. 23 
Black Hills Power & Light Co 
conversion. H.Z 


mnneaut, 


Two EHV tower orders 

Post-type 

insulators for 115-kv Babbitt 
Dec. 13 

Boston Edison Co Consulting architect designs 
transmission structures. W.F. Roche Sept. 20 

Conversion market — age of building has no 
bearing July 12 


Northeast blackout Nov. 15 
To promote conversion sales on TV (N 
Sept. 20 
British Columbia Hydro & Power Authority — 
Reports on Peace River 500-kv system designs 
Nov. 1 
British Insulated Callender's Cables Ltd 
Britain extending water cooling to 400-kv 


underground circuits. P.M. Hollingsworth & 
others (chart & tables) Oct. 4 


New Zealand inaugurates interisland HVDC 
July 19 
Brown Boveri Co 
extensive testing. A. Goldstein (chart) Oct. 4 
735-kv shunt reactors developed. A 
Goldstein Aug. 23 
Buckeye Power, Inc Largest generator shipped 
to Cardinal plant (N) Dec. 6 


735-kv reactors given 


Carolina Power & Light Co Asks bids 
Mw nuclear plant (N) Sept. 6 

Carpenter Steel Co — Square tubes are fuel 
element channels (N) Sept. 27 

Central Electricity Generating Board — Britain 
extending water cooling to 400-kv under- 
ground circuits. C.C 
& tables) Oct. 4 
3ritain’s 400-kv system defined as all 

purpose. J.H.M. Sykes Dec. 20 

Dungeness B Britain explains gas reactor 


on 650- 


Barnes & others (char 


decision 


table) Sept. € 


Ferrybridge station nears 
Ferrybridge ‘*C 
Nov. 8-12, Nov. 29 

Ple automation activitie 


Sept. 20 


towers 


Smooth-body conductor dx 
J.H.M. Sykes Oct. 4 
Storm brews over Britain’s 

J.H.M. Sykes Dec. 13 
entral Hudson Gas & Electri 
blackout Noy. 15 
Sentral Illinois Electric 
& Outdoor Lighting Confere 
push modernization of 
light systems Nov. 1 
‘entral Illinois Light Co Cop 
nidwest utilities (N) Oct. 11 
“entral Illinois Public Service Co 
aim at settling service area disf 
Supplements regular advertising with ‘n 


campaign (N) Sept. 20 


& Ga 


per th 


utes 


Counter 
W.R. Crook 


Centra! Louisiana Electric Co 
balance eases 
Dec. 13 
Put out unwelcome mat for birds 

Himel Dec. 13 
‘Snap holds’ tool. W.R. Crooks Oct. 4 

Central Maine Power — Northeast blackout 
Nov. 15 

Central Power & Lighting Co — Photo t 
reading improves accuracy. J.C. McPherson 
Oct. 4 

Central Transformer Co — Utility engineers 
inspect new URD package (N) Nov. 29 

Central Vermont — Northeast blackout Nov. 15 


trailer handling. 


Newton 


*94 
*O6 


"92 


44A 


141 


*50 


Chance, A.B. Co — Glass insulators to be 
marketed in US (N) Nov. 29 
Charles Machine Works, Inc — Vibratory plow 
aids service-drop burial Dec. 13 
Cincinnati Gas & Electric — Joint 2,000-Mw 
station for Ohio (N) Dec. 27 
City PS Board of San Antonio, Tex. 
steam generator (N) Aug. 23 
Cleveland Electric Illuminating — Ohio Court 
gives PUC role over Submetering (N) July 12 
Ohio group asks federal jurisdiction of 
submetering (N) July 19 
Submetering case to PUC (N) July 19 
Studies affiliation with Ohio Edison System 
(map) Sept. 27 
Cohu Electronics Inc — Here’s image of utility 
image-maker. R.L. Harmon July 19 
Columbus & Southern Ohio — Joint 2,000-Mw 
station for Ohio (N) Dec. 27 
Combustion Engineering Co — Lab to study 
metal forming, fabricating (N) Nov. 1 
Plans new metallurgical lab (N) Oct. 25 
Steam generators bought for two new plants 
(N) Aug. 23 
Utility systems can’t tolerate boiler 
outages. R.H. Wolin (charts) Dec. 13 
Value analysis contributes savings (N) 
Sept. 20 
Commonwealth Edison Co — AEC Advisory 
Committee ok’s Dresden 2 (N) Dec. 6 
Boiler controls for Kincaid power plant (N) 
July 12 
Devices help find URD cable faults. Medek & 
Steeve Oct. 4 
Joliet station gets huge power transformer (N) 
Aug. 9 
Joliet Station stack construction speeded 
with copter (N) Aug. 9 
Stainless steel tubes for fresh water use (N) 
July 19 
Connecticut Light & Power Co — New England 
merger proposal (N) Oct. 25 
No one says ‘no’ to merger Nov. 1 
New England pumped storage plant to aid 
public water supply (N) Nov. 15 
Waterford, Conn. nuclear plant planned (N) 
Oct. 4 
What’s behind the merger talks in New 
England? (map) Aug. 16 
Consolidation Coal Co — Continental Oil plans 
acquistion (N) Oct. 18 
Consolidated Edison Co — Cornwall pumped 
storage project may aid NY water supply (N) 
Dec. 20 
52-in. dia rock tunnel cut at 3/ft hr Oct. 4 
Gets first utility oil import quota (N) Nov. 22 
Northeast blackout Nov. 15 
Seeks information on 800-Mw nuclear unit 
(N) Aug. 16 
345-kv system being extended to connect 
proposed Goethals Station to Farragut 
Station (map) Sept. 20 
To build 873-Mw nuclear unit (N) Nov. 29 
Consolidated Industries Inc — Merger with 
Kearney and Hubbard (N) Sept. 13 
Consumers Power Co — Converter adapts DDR 
to existing metering. R.K. Rozell Aug. 9 
R/W clinic views lower cost methods 
(charts) Oct. 18 
Switch-fuse unit lowers station height. P. 
A. McCleer Dec. 13 
Three-point plan cuts brugh control cost. 
J.N. Stenberg (table) Nov. 15 
Whirling drum speeds R/W clearing July 12 
Continental Oil Co — Acquistion of 
Consolidation Coal planned (N) Oct. 18 
Convex — Northeast blackout Nov. 15 
Copperweld Steel Co — Gets Keystone order (N) 
Oct. 18 


Buys 


Purchases $12-million 
steam generator (N) Dec. 13 
Dallas Power & Light Co — New 350-Mw unit 
explores conceptual ‘firsts’. R.J. Gary 
tables) Nov. 8 
Dayton Power & Light 
for Ohio (N) Dec. 27 
Detroit Edison Co — Buys 121-Mw turbine- 
generator from ASEA (N) Aug. 23 
Computer selects carrier frequency. J.N. 
Towle (charts) Sept. 20 
Dynamic damper for galloping conductors 
being field tested. A.S. Richardson Jr 
(table) Sept. 20 
Isolated generation 
buy it Nov. 15 
Nose plates extend preheater life 
Beutler Dec. 13 
Orders 11 oil-fired gas turbines (N) July 5 
Structures simplified on 24/40-kv lines to 
beautify subtransmission. J.W. Kane 
Sept. 27 
Zinc-air battery R&D shows promise. Edward 
Hines & others (table) Aug. 23 
Diamond Power Specialty Corp — Controlled 
soot blower brings boiler savings. W.F. 
Cantieri Oct. 18 
Dow Chemical Co — R/W clinic views lower cost 
methods (charts) Oct. 18 
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Duke Power Co — Keeowee-Toxaway project — 
Free enterprise vs. Federalism: that’s the 
issue (Ed) Aug. 2 
Under pressure Udall re-weighs stand on 
Duke Power projects (map) Aug. 2 
Udall pulls out (N) Aug. 2 
Udall backs off Aug. 9 

Plant Marshall — automatic features set 
plant’s power supply design. G.M. 
Bostian (table) Oct. 4 

Speeds underground program. D. Moore 
Dec. 13 

Substation hum spurs $120,000 damage suits 
(N) Nov. 29 

To push single-unit water heater. C.F. 
Sides (table) Nov. 15 

23-kv switching station designed for 
ultimate 2,000-Mw plant, many lines. C.J. 
Wylie (tables) Sept. 6 

Du Pont, E.I. de Nemours & Co — Test spots 
high-resistance joints in dc equipment 
Sept. 6 

Duquesne Light Co — Automated mine helps cut 
coal cost July 12 
Utility employees convert at home, too 

July 12 


Ebasco Services, Inc — Next decade poses 
marketing challenge (table) Nov. 29 
Electronic Specialty Co — STRESS program used 
for tower analysis (N) Nov. 22 
El Paso Electric Co — Outage (N) Dec. 13 
FPC to make report on El Paso outage 
Dec. 20 
Emerson Consultants, Inc — Substation design 
goes into high gear — Gulf States Utilities 
Co material management program (charts) 
Nov. 1 
English Electric Co Ltd — BPA buys three 500- 
kv autotransformers (N) July 19 
Plant automation activities expanded (N) 
Sept. 20 
Sealed, single-anode mercury-arc valve 
developed for dc lines (N) July 12 
Eurochemic Co — Belgian plant processes spent 
nuclear fuel. J.H.M. Sykes Nov. 15 


Florida Power Corp — Engineering, operations 
work closely with sales. R.E. Raymond 
Aug. 9 
Florida school knocks out gas heat Dec. 27 
Gives state park land (N) July 19 
Guards add safety to trencher. J.L. Bunting 

Dec. 27 
Trencher helps to cut URD installation costs. 
R.E. Meade Aug. 9 

Florida Power & Light Co — Coral Gables’ 
substation harmonizes with area. R.T. 
Culberson Oct. 25 
Plans 760-Mw nuclear unit (N) Nov. 22 
Point way to reduce lightning outages. 

J.A. Lasseter (charts & table) Oct. 18 
Shield operator changing oil burners Aug. 9 
Solve soot problem Aug. 23 


General Dynamics —_ - To build $46-million 


HTGR for PS of Colorado (N) Nov. 8 

Zinc-ais battery prototype due next year (N) 
Dec. 20 

Zinc-air battery R&D shows promise. J.T. 
Porter & others (table) Aug. 23 

General Electric Co — Bell Labs leases three 

computer systems (N) Aug. 23 

Cardinal Plant generator to be of record 
capacity and weight (N) Oct. 25 

Changing face in power facilities. Rydbeck 
& Schaus Aug. 23 

Expanding two plants to step up transformer 
production (N) Dec. 13 

First of new solid-state boiler controls in 
service Sept. 20 

Fuel cell for emergency home use available 
within two years (N) Sept. 20 

GE-ASEA bid on terminal contract for 
Pacific NW/SW intertie (N) July 5 
Ruling due on validity of contract (N) 

Sept. 27 

Validity upheld (N) Nov. 1 

Giant new computer system announced (N) 
Dec. 13 

Higher efficiency lamps introduced — 
Lucalox (N) Nov. 15 

Huge brushless motors to drive compressors 
for California plant (N) Sept. 6 

lowa switchgear plant expansion (N) Oct. 11 

Kiln triples capacity for extra-high-voltage 
porcelain insulators (N) July 5 

Largest generator shipped to Cardinal plant 
(N) Dec. 6 

New facility to probe metals, processes (N) 
Nov. 1 

New insulator design for Pacific intertie (N) 
Dec. 27 

New oils spur quality testing. E.L. Raab 
Aug. 16 

Nine months earnings (N) Oct. 18 

Nuclear reactor for Japan (N) Oct. 11 

Punched cards speed turbine renewal parts 
July 26 





Roadway & Outdoor Lighting Conference 
manufacturers point to new markets 
Nov. 1 
Should kwhr be included in rent? M.C 
Neuhoff July 12 
Simpler, smaller devices designed to 
protect against surges (N) Nov. 22 
Simulator developed for studies on 
Northwest-Southwest HVDC intertie 
Sept. 13 
Solid-state controls up regulator performance 
Oct. 4 
Turnkey nuclear plant for Spain (N) Aug. 2 
Two laboratories combined in R&D Center 
(N) Aug. 9 
Georgia Power Co — Educates youngsters in 
total-electric cooking Nov. 1 
Harllee Branch Plant faster coal handling 
cuts fuel cost. S.H. Lawrence July 5 
Should line flashover calculations be 
revised? T.J. Allen (chart & table) Nov 
Steel proves cheaper for 110 kv. W.C. 
Currence (table) Nov. 29 
Underground residential distribution can be 
potent sales tool. R.C. Bythewood Sept. 6 
Ibert Associates, Inc — Chosen engineer for 
Homer City generating station (N) Aug. 30 
Grant County PUD — Wanapum Dam spillway 
gate failure brings $692,039 suit (N) Sept. 20 
Gulf States Utilities Co — Building awards 
stimulate all-electric sales. J.A. Richardson 
Dec. 27 
Going after commercial lighting business. 
R.A. Landry Dec. 13 
Hydraulic lift eases appliance handling 
Dec. 13 
Outage (N) Dec. 13 
Substation design goes into high gear 
material management program flow- 
through chart Nov. 1 
Texas — line tripping triggers ten-county 
outage Dec. 20 
Use plastic-winch lines for hot work. 
J.T. Doiron Dec. 13 


Gi 


Hamilton Standard — Solid-state governor for 
gas-turbine modules Nov. 29 
Hartford Electric Light Co — New England 
merger proposal (N) Oct. 25 
No one says ‘no’ to merger Nov. 1 
New England pumped storage plant to aid 
public water supply (N) Nov. 15 
Waterford, Conn. nuclear plant planned (N) 
Oct. 4 
What’s behind the merger talk in New 
England (map) Aug. 16 
Hawaiian Electric Co — Low silhouette line 
truck body is more efficient, better looking. 
C.D. Pratt Jr. Dec. 13 
100-gpm oil filter truck speeds maintenance. 
Atkinson Jr. & Bunnell July 26 
Hitachi, Ltd — Pump-turbines shipped to 
California power station (N) July 19 
Holophane Company, Inc Keller, C.C. to be 
luncheon speaker at Lighting Conference (N) 
Sept. 20 
Honeywell Inc — Seven facilities combined in 
one new plant (N) Nov. 15 
Hoosier Energy Division — Petersburg, Ind 
plant dispute — suit heads for high court (N) 
Aug. 30 
Hornibrook Projects, Ltd Underground hydro 
station built in Papua-New Guinea Sept. 20 
Hubbard & Co — Merger with Kearney and 
Consolidated Industries (N) Sept. 13 


I-T-E Circuit Breaker Co — Ac third-rail 
system developed for BARTD (N) Dec. 13 
Chase-Shawmut addition to boost fuse 
production (N) July 12 
Outdoor substation prices raised (N) July 12 
Vacuum reclosers use solid-state controls 
(N) Nov. 8 
Idaho Power Co — Laminated wood towers to 
carry 230-kv line (N) Oct. 25 
230-kv line built with all-laminated wood 
structures. J.F. Servis Oct. 4 
Illinois Power Co — Eyes community TV antenna 
business (N) Oct. 18 
Indiana & Michigan Electric Co — Dynamic 
damper for galloping conductors being field 
tested. A.S. Richardson Jr. (table) Sept. 20 
Expansion program defeated (N) Nov. 1 
Field test for bucket leakage meter. Hays & 
Kruckeberg Dec. 27 
Workshop on wheels aids station maintenance. 
Hermansen & Heater July 12 
Indianapolis Power & Light Co — Converted 
high school gets high marks July 12 
Town within town served by 13.2-kv 
underground. C.B. Strickland Oct. 4 
Interstate Power Co — Multi-channel carrier 
operates on 161-kv line. R.W. Brown & others 
(chart & table) Dec. 27 


Simple setup checks street-light photoelectric Meyer Machine, 
control. Gordon Olson Sept. 20 “ioe serve as 
Tap block converts metering to 3-phase 4- Dec. 20 
wire delta. Gordon Olson Sept. 6 *63 Middle West Servi 
lowa Electric Light & Power Co — 115-kv Integrated Manager 
structures fitted to tight route. G.A. Cook I 
(tables) Oct. 18 
unwelc< 
D.F. Mil 
Kaiser Aluminum & Chemical Corp — Giant reels Mississippi 
used to coil 500 kv conductor (N) Sept. 6 Outdoor Ligh 
Marshland transmission on al guyed-Y F 
towers. Trenbath & Lancaster Setp. 20 system 
Kansas City Power & Light Co — Mokan Mokan Pool 
chooses wood poles for 345-kv line (tables) tables 
July 12 Moloney 
Six-pole deadend structures for river 
crossing. F.W. Shaw Oct. 4 
Sort trouble calls quickly by zip code 
Joseph Evans Oct. 18 
Kansas Gas & Electric Co — Cooking school 
draws men and women. Norman Jacobshagen and West M 
July 26 wer Cc Bu 
Mokan chooses wood poles for 345-kv line 
(tables) July 12 
New center tests distribution equipment 
Henry Disante Aug. 23 
Roadway & Outdoor Lighting Conference 
URD, rates assure profitable future Nov. 1 
Kansas Power & Light Co — Mokan chooses wood 
poles for 345-kv line (tables) July 12 
Old hotel becomes new apartments July 12 
Kearney Co — Utility engineers inspect new URD 
package (N) Nov. 29 - 
Kearney, James R. Corp — Arrester now mounted 
within transformer (N) Aug. 23 
Merger with Hubbard and Consolidated 
Industries (N) Sept. 13 
Kentucky Utilities Co — Radio control speeds 
coal handling. R.D. Hatchett Nov. 29 
Koppers Co — Lighting improvement program ups 
efficiency Oct. 18 


Lansing (Mich.) Board of Water & Light 
of new solid-state boiler controls in 
service Sept. 20 

Lapp Insulator Co— Facilities to boost insulator 
production (N) Jul 12 
New facility helps solve insulator shortage 

July 26 
Plant being expanded to boost porcelain 
insulator production (N) Dec. 6 
Speeds addition to help speed porcelain 
insulators (N) Nov. 29 

Leeds & Northrup Co 30iler controls for 
Kincaid power plant (N) July 12 

Legnano Electric Corp — TVA awards transformer 
contract (N) Aug. 2-14, Aug. 30 

Line Material Industries — Increase in capacity 
of voltage regulators (N) Nov. 1 

Long Island Lighting Co — 69-kv poles get new 
shapes, colors William McConnachie Dec. 20 
To purchase nuc lear power from New York (N) 

July 26 
Los Angeles Dept. of Water & Power Malibu 
ant — geologists lock horns Aug. 9 
750-kv dc intertie rescheduled for April 1969 
(table) Aug. 23 

Utility crews restore riot-torn Watts Aug. 30 

Louisiana Power & Light Co Aut 


metering without error. Campbell & Davey 

Aug. 16 

Epoxiglass supplements porcelain 
Lancaster (chart & table) Aug 

Marshland transmission on al guyed-Y 
towers. Trenbath & Lancaster Sey 


Lynch Cor ication Systems Inc 
channel carrier operates on 161-k 
R.W. Brown & others (chart & 


Marietta Electric Merger with Monongahela 
Power and West Maryland Power (N) Dec. 27 

Marine Contracting, Inc Divers to repair 
trash-racks at 190-ft in 1/10 norr time 
G.C. Wiswell Jr. Oct. 4 

McGraw-Edison Co Tri-tank de 
EHV transformer shipping (N) N 29 

Mead Corp — Ohio plant orders radial flow 
turbine unit (N) Aug. 30 

Memphis Light, Gas & Water Div. — Crews 
battle tower washout threat Aug. 9 
Mobile transformer ups service continuity 

sept. o 

Merrick & Co — Rebuild town distribution. 
H.E. Lecuyer Oct. 18 

Merz & McLellan — Britain extending water 
cooling to 400-kv underground circuits. R.S 
Orchard & others (chart & tables) Oct. 4 

Metropolitan Water District of Southern 
California — Dual-purpose plant promises 
1,500Mw, 150-million gpd of water in 1970's 


Holtom & Galstaun Oct. 11 





Opinion Research Corp 
utilities now - ECAP study (charts & tables) 
Aug. 30 

Oskarshamnsverkets Kraftgrupp AB (OKAB) 
$62-million contract let for Sweden’s private 
nuclear plant (N) Sept. 27 

Otter Tail Power Co — Level shows truck 
attitude. Richard Barry Aug. 9 
Three-man crews prove their worth Aug. 9 


How people appraise 


Pacific Gas & Electric Co — Partial underground 
proves attractive alternative. T.A. 
Bettersworth Dec. 6 
Sponsors electric truck rallies (N) Aug. 23 
Telescope boom cuts crane set-up time 
Dec. 13 

URD conversion plan told at Calif. Hearings 
Oct. 4 

URD conversion unveiled at PUC hearing 
Oct. 11 

Wants PUC or URD (N) Oct. 25 

Pacific Power & Light Co — McClung, D.R. tells 
RMEL power fades as political issue Nov. 1 54 

Papua-New Guinea Electricity Commission 
Underground hydro station built in Papua- 

New Guinea Sept. 20 *183 

Parsons Engineering Co — Huge North American 
scheme promoted by Utah senator (N) Sept. 27 13 

Pennsylvania Electric Co — Engineer chosen for 
mine-mouth plant (N) Aug. 30 14 
Roadway & Outdoor Lighting Conference 

utilities push modernization of complete 

street lighting systems Nov. 1 
Westinghouse wins contract for two 640-Mw 

units for Homer City, Pa. plant (N) Dec. 13 

Pennsylvania Electric Power Jointly-owned 
mine-mouth station planned (N) Aug. 9 

Pennsylvania Power & Light Co — Conversion 
market — age of building has no bearing 
July 12 
Sets up three-stage program for electric 

trucks (N) Aug. 23 
Wire meter-carriers safer, more economical 
Sept. 20 

Philadelphia Electric Co — Build bulk 
substation underground. P.K. Pavlides 
Aug. 9 
Components shipped for Muddy Run pur 


storage plant (N) Dec. 27 


23 


Spreader toq! eases triplex separation 
McGuire Dec. 13 

Pioneer Service & Engineering Co — Wisconsir 
PS Pulliam Plant Unit 8 — indoor, coal-fired 
unit achieves construction cost of $105 per 
kw. Byrne & Straub (table) Nov. 22 

Pittsburgh Plate Glass Co 
produced in electric arc (N) Sept. 6 

Portland General Electric Co — URD service 
charges — a question (N) Nov. 29 

Potomac Edison Co 
electric Oct. 11 
Why do people convert to electric? (charts) 

July 12 

Power Authority of the State of New York 
(PASNY) — Utilities eye Great Lakes’ water 
levels Aug. 2 

Preformed Line Products Co — Dedicates third 
production plant (N) Sept. 27-14, Oct. 4 

Public Service Co of Colorado — Cabin Creek 
high-altitude pumped-storage plant to develop 
325 Mw at 1,190-ft head. L.M. Robertson & 
others July 26 
Cabin Creek Project pumped-hydro peaking 


Thermal silica 


Job Corps Center is all 


displaces steam units. Walker & Hugo 
(charts & table) July 26 
Contract for HTGR to General Atomic (N) 
Nov. 8 
Roadway & Outdoor Lighting Conference 
R.T. Person pinpoints six trends that 
spark lighting campaigns Nov. 1 
Weather hits twice at Denver system July 5 
Public Service Co of New Hampshire 
Northeast blackout Nov. 15 


Orders 350-Mw boiler (N) Aug. 16 
To promote conversion sales on TV (N) 
Sept. 20 
Public Service Co of New Mexico 115-kv 
has mile-long span (N) Sept. 6 
Public Service Co of Oklahoma 
schedule ups on-job crew time 
July 26 
Public Service Electric and Gas Co 
simplifies connector cr 
Central control syst as unique 
Sept. 27 
Cluster arresters protect spacer cable 
system. Thwaites & Stys Oct. 1 
Dependability — simple message 
told in advertising series Oct. 4 
Sewaren, N J Station power turbine 
les to 121 Mw. R.J. Palmer No 
Solid-state governor for gas-turbine 


modules Nov. 29 


Public Service Indiana — Explosion in hydrogen 
cooling system rips unit (N) Nov. 1 
Petersburg, Ind. plant dispute — suit heads 

for high court (N) Aug. 30 
Private lighting program moves up to 400-w 


units Aug. 2 


Puget Sound Power & Light — Bucket rides 
electrify fair circuit (N) Oct. 18 


Quebec Hydro Electric Comm — Hydro-Quebec 
line gets 735-kv transformer (N) Oct. 4 
Lightweight cable eases 735-kv crossing 

Aug. 9 
Reports on designs for 735-kv lines Nov. 1 


735-kv line energized for test (N) Oct. 25 
735-kv shunt reactors developed. A. Goldstein 
Aug. 23 
735-kv reactors given extensive testing. 
A. Goldstein (chart) Oct. 4 


RO Products, Inc — Narrow construction vehicle 
is versatile — ‘‘Alley-Gater’’ Dec. 13 

Rand Development Corp — Coal used to treat 
water, produce power (chart) Oct. 25 

Reading Railroad — Railroad starts $2 million 
electrification (N) Oct. 18 

Revere Copper & Brass Inc — Plans expansion 
doubling Rome capacity (N) July 12 

Reynolds Metals Co — Tower test facility in 
operation Sept. 13 

Rochester Gas & Electric Corp — Heating 
hazardous locations can be solved 
electrically (N) July 26 
Optimize customer service job scheduling. 

Gavett & Saddock (table) July 26 

Proposes 450-Mw nuclear plant (N) Nov. 8 

Rocky Mountain Power Co — Hearing on hydro 
license set (N) Aug. 30 


S&C Electric Co — Indoor high-voltage 
dielectric test facility completed (N) Aug. 9 
200 ft-c lighting system is additional heat 

source Sept. 20 

St. Joseph Light & Power Co — Package boiler 
fills peak needs July 19 

San Diego Gas & Electric Co — UG plans (N) 
Nov. 8 

San Francisco Bay Area Rapid Transit District 
(BARTD) — Ac third-rail system developed 
(N) Dec. 13 

Sandamp Systems Inc — Dynamic damper for 
galloping conductors being field tested. A.S. 
Richardson Jr. Sept. 20 

Sangamo Electric Co — Magnetic recorder 
monitors line for faults. J.F. Rilling (table) 
July 26 

Savannah Electric & Power Co — Epoxiglass 
arms tested at 115 kv (table) Sept. 6 

Seattle City Light — Lets contract for 230-kv 
underground cable (N) Sept. 20 
Participates in Youth Corps training (N) 

Nov. 29 
Private takeover urged (N) Aug. 16 
Underground program — ads squelch critics 
(N) July 12 
Water heater check free (N) Sept. 20 

Sherman & Reilly Inc — Power car developed for 
line inspections (N) Oct. 18 

Sierra Pacific Power — Signs 22-year gas 
agreements (N) Aug. 30 

Sigma Instruments Inc — Innovations reduce 
photocontrol costs (N) July 12 

Simplicity Mfg Co — Allis-Chalmers delays 
closing acquistion (N) Sept. 6 

Singer Co — Electric can beat gas on multi-room 
buildings. H.L. Laube (table) Aug. 23 

Societa Electtronucleare Italiana — On-line 
digital computer generates Enrico Fermi 
performance data. Selmeczy & Camplani 
(chart) Aug. 9 

South Carolina Electric & Gas Co — Mobile gas 
turbine to supply emergency power (N) Aug. 2 
One heating conversion helps sell another 

Nov. 29 

South Central Electric Cos’ — Reports on 
designs of 500 and 345-kv lines Nov. 1 

Southern California Edison Co — Baghouse 
filter cuts visible stack emissions Sept. 20 


Modern line truck cuts man-hours; high cost 
requires skillful management. Clarine & 
Kennedy (charts) Dec. 13 

Moves in desalting unit to help relieve 
severe drought on Catalina Island Dec. 20 

New insulator design for Pacific intertie (N) 
Dec. 27 

Plans $146 million on undergrounding (N) 
Nov. 1 

Reel ends used for insulator storage. Leon 
Brown Aug. 9 


orial. “Illustrated. (N) News 


* 


Simulated controls aid operator training. 
Gardner & Howard Oct. 4 
UG plans (N) Nov. 8 
‘Water lances’ cut costs of insulator washing. 
McKenzie & Horst Nov. 29 
Work simplification trims man-hour needs 6% 
percent. P.M. McCann July 5 
Southern Engineering Co — Appalachian Power 
hydro proposal — opposing testimony on 
economics (N) Sept. 20 
Southwestern Public Service Co — Glass covers 
cut bushing flashovers. Owen Miller Sept. 20 
Wins water-pumping contract for Canadian 
River Project (N) Oct. 25 
Sperry Rand Corp — Giant new computer system 
announced (N) Dec. 13 
Stal-Laval — Ohio plant orders radial flow 
turbine unit (N) Aug. 30 
Sylvania Electric Products, Inc — Lighting and 
radiant energy center opened (N) Dec. 13 


Tacoma City Light — Utility crews decorate what 
may be nation’s tallest cut tree Dec. 20 *17 
Taiwan Power Co — Taiwan power expansion plan 
envisions 2,800-Mw system by 1972. P.K. 
Chien (charts & table) July 12 
Tampa Electric Co — Commercial dryer tests 
increase efficiency (table) Oct. 4 
Dispatchers preview storm tripouts. Monk 
Wilcox July 26 
138-kv line operates at 230 kv Nov. 29 
Roadway & Outdoor Lighting Conference 
Banton, J.A. urges utility-contractor 
cooperation Nov. 1 
Tips for keeping in touch with your customers. 
F.S. Black July 12 *67 
Tel-E-Lect Products Inc — Modern line truck 
cuts man-hours; high cost requires skillful 
management. Kennedy & Clarine (charts) 
Dec. 13 
Texas Electric Service Co — Operating data key 
to system protection. B.M. Gallaher (tables) 
Sept. 20 
Oral notes speed line patrol Dec. 13 
Strain bus saves for 345-kv switching. J.W. 
Cheever (table) Nov. 8 
Texas Power & Light — Fights municipal 
interference from city of Garland (N) Sept. 20 42 
Tokyo Electric Co — Largest steam boiler ever 
to be installed in Japan (N) Dec. 13 *84 
Tokyo Shibaura Electric Co — Japanese computer 


controls reactor Dec. 6 "= 


Union Carbide Corp — Sodium conductor core 
for power distribution (N) Dec. 13 *82 
Union Electric Co — High-energy discharge fires 
oil burner at Cahokia Plant Aug. 9 *86 
High rise wiring cost minimized. M.J. Gillum 
Oct. 18 *99 
Roadway & Outdoor Lighting Conference 
utilities push modernization of complete 
street lighting systems Nov. 1 *58 


Shave foam finds leak at Meramec Plant 

July 12 *98 
Sioux Plant — outdoor ready storage shapes 

coal handling. J.K. Bryan & others 

Nov. 29 *80 
Strike — management role is issue (N) Nov. 8 11 
Strike ends (N) Dec. 6 11 

United Illuminating Co — Cable hot-spot 

problems resolved Aug. 9 98 


Virginia Electric & Power Co — Backhoe digs 
round holes. M.J. Nunnally July 12 
Barricade protects lineman from hot lines 
Nov. 1 

Hand lines of polyprop-dacron prove out 
Aug. 9 

Haul materials over marshy ground. M.J. 
Nunnally Dec. 27 

Light up flag stand Aug. 9 

Pole guard ups safety factor in padmount 
work Sept. 6 

Purchases 690-Mw steam generator (N) 
Dec. 20 

Safety harness for bucket work Aug. 9 

Trial installation of 115-kv direct-burial 
cable is pushed. Knox & Smith Aug. 9 

Twenty-ton steel pole will serve as corner of 
seven-mile line (N) Dec. 20 


Wairoa Electric Board, New Zealand — Tries 

helicopter line construction Aug, 9 *116 
Washington Public Power Supply System — Six 

500-kv main step-up transformers delivered 

to Hanford (N) Sept. 20 *156 
Washington Water Power Co — Tap settings 

easily read from the ground Aug. 9 *130 
Waushara County Cooperative — Plow-in cable 

and plastic conduit Aug. 9 *111 





Weir, G. & J. Ltd — New techniques benefit 
Longannet Station (N) Oct. 11 
West Maryland Power — Merger with Monongahela 
Power and West Maryland Power (N) Dec. 27 
West Pakistan Water & Power Development 
Authority — West Pakistan modernizes power 
grid. A. Rahimtoola (map) Aug. 2 
West Penn Power Co — Cut costs of coal bunker 
fire-prevention Oct. 4 
Honored for boosting exports (N) Nov. 1 
West Virginia Public Service Co — Appalachian 
Power hydro proposal — opposing testimony 
on economics (N) Sept. 20 
Western Massachusetts Electric Co — Heat 
storage — heat pump job points way to lower 
costs. J.M. Turnbull (table) Dec. 13 
New England merger proposal (N) Oct. 25 
No one says ‘no’ to merger Nov. 1 
New England pumped storage plant to aid 
public water supply (N) Nov. 15 
Random separated URD forges ahead in New 
England. L.F. Cornilovich Nov. 15 
Waterford, Conn. nuclear plant planned (N) 
Oct. 4 
What’s behind the merger talk in New 
England? (map) Aug. 16 
Westinghouse Electric Corp — Computer sharpens 
dynamic stability analysis. D.W. Olive 
Sept. 20 


A 


Allen, T.J.: Should line flashover calculations 
be revised? Nov. 15 

Atkinson, W.J. Jr. & G.M. Bunnell: 100-gpm oil 
filter truck speeds maintenance July 26 


B 


Babbitt, Harry Z.: Post-type insulators for 115- 
kv ccnversion Dec. 13 

Barnes, C.C. & others: Britain extending water 
cooling to 400-kv underground circuits Oct. 4 

Barry, Richard: Level shows truck attitude 
Aug. 9 

Bettersworth, T.A.: Partial underground proves 
attractive alternative Dec. 6 

Beutler, Russell: Nose plates extend preheater 
life Dec. 13 

Black, Fischer S.: Tips for keeping in touch 
with your customers July 12 

Bostian, George N.: Automatic features set 
plant’s power supply design Oct. 4 

Brown, Leon:Reel ends used for insulator 
storage Aug. 9 

Brown, Walter D.: Electrical World’s Second 
Energy Transportation Conference Dec. 13 

Brown, R.W. & others: Multi-channel carrier 
operates on 161-kv Dec. 27 

Bryan, John K. & others: Outdoor ready storage 
shapes coal handling Nov. 29 

Bunnell, G.M. & W.J. Atkinson Jr.: 100-gpm 
oil filter trucks speeds maintenance July 26 

Bunting, J.L.: Guards add safety to trencher 
Dec. 27 

Byrne, J.-M. & R.C. Straub: Indoor, coal-fired 
unit achieves construction cost of $105 per 
kw Nov. 22 

Bythewood, R.C.: Underground residential 
distribution can be potent sales tool Sept. 6 


Cc 


Caldwell, S.Y.: Guyed ‘Y’ steel structures 
selected for 230 kv Aug. 23 

Campbell, C.A.& J. Davey: Automatic metering 
without error Aug. 16 

Camplani, A. & J.G. Selmeczy: On-line digital 
computer generates Enrico Fermi performance 
data Aug. 9 

Cantieri, W.F.: Controlled soot blower brings 
boiler savings Oct. 18 

Cheever, J.W.: Strain bus saves for 345-kv 
switching Nov. 8 

Chien, Paul K.: Taiwan power expansion plan 
envisions 2,800-Mw system by 1972 July 12 

Childs, E.W.: Low profile streamlines substation 


July 12 


(charts) 


*9? 


*156 


19 


103 


Contract for two 640-Mw units for Homer City, 
Pa. plant (N) Dec. 13 

Economics spurs use of URD. R.F. Cook 
(chart & table) Nov. 22 

Expands to meet porcelain insulator demand 
(N) Dec. 27 

High-output lamp offers improved color 
rendition Nov. 29 

High-power lab tests low-voltage equipment 
(N) Aug. 16 

Magnetic tape records 
system 

New analysis of home heating loads could 
aid in system, sales planning. R.F. Cook 
(charts) July 26 

New reactors shape power systems through 
year 2000. J.H.Wright (charts & table) 
July 12 

Nine months earnings (N) Oct. 18 

1966 record backlog of orders (N) Dec. 20 

Nuclear plant for Switzerland (N) Aug. 2 

Onsline digital computer generates Enrico 
Fermi performance data. Selmeczy & 
Camplani (chart) Aug. 9 

Prime-mover governor spots load changes via 
voltage transients Oct. 18 : 

Roadway & Outdoor Lighting Conference - 
manufacturers point to new markets Nov. 1 

Virgin Islands desalting-power plant Nov. 1 


ower, energy of 


, customer. Snyder & Weers Aug. 23 *106 


*S50 


134 


*60 


<9 


Whitley County 


Ind.) Rural Electric Membership 
Corporation nve Id 


Co-op remodels, converts old 
farm house July 12 

Wisconsin Power & Light Co ( 
shifted without a ‘hitch’. William Harvey 
Dec. 13 

Wisconsin Public Service Corp — Pulliam Plant 
Unit 8 
construction cost of $105 per kw. Byrt 
Straub (table) Nov. 
What power pool planner mu 

Mathews Oct. 18 

Worthington Corp — New eq 
power generation (N) Dec. 6 

121 Mw. R 


ntrol center 


indoor, coal-fired unit achie 


Power turbine modules t« 
Palmer Nov. 29 


Yankee Dixie Power Assn — Yankee-Dixie 
Power Project backers ask support Nov. 29 

Yuba Consolidated Ind ies, Inc Wanapun 
Dam spillw ate failu ings $692,039 


suit (N) 
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